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* Dark Sky - Star light, star bright... 


INTRODUCING IMAGINATIVE, 
ENERGY-EFFICIENT, 
HIGH-PERFORMANCE 

LIGHTING FROM AMERLUX. 


Today's architecture is no longer just about today. Dramatic environments have to be created 
without dramatically impacting the natural environment. 


Enter Amerlux. 


After more than 20 years of pioneering energy-efficient lighting solutions, we're introducing 
architects and lighting designers to EcoTectural—a line of specification-grade luminaires that's 


making sustainable design beautifully attainable. | ку 
AMERLUX 
Witness the launch of EcoTectural at LIGHTFAIR, Booth #1848. ADAPT. ABILITY.” 


Amerlux, ЦС. • 23 Daniel Road East, Fairfield NJ 07004 . T: 973.882.5010 f: 973.882.2605 • www.amerlux.com 
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If a design like this doesn't make you think “Hubbell,” think again... 


iwaukee Art Muse 
Milwaukee, WI 


еюве ев «ев 


The Brown County Shawnessy Light Rail Station Sixth Street Bridge 
War Memorial Calgary, Alberta Milwaukee, WI 
Green Bay, WI 


You already know Hubbell for reliability. And maybe you know us for innovation. But how about 
creativity? Did you know that Hubbell is the lighting source for exceptional architectural designs? 


That's because Hubbell Lighting, Inc. offers names like Alera, Architectural Area Lighting, Columbia 
Lighting, Devine Lighting, Dual-Lite, Hubbell, Kim Lighting, Moldcast, Prescolite, Prescolite Life 
Safety, Progress, Security, Sportsliter Solutions, Spaulding, Sterner and Whiteway. Many brands, 
many solutions, proven in unfailing performance as well as unique expressions. 

That's what you should think, when you think Hubbell. 


e 
HUBBELL 


Hubbell • 584 Derby Milford Road * Orange * CT • 06477-4024 * www.hubbell.com/thinkagain 


Circle Мо. 105 ог www.archlighting.com/productinfo 


xX DELTALIGHT 


bo 


Үү 
ДХ) 


у ж 
КО EDITION 


LH 
IBLE 


LIGHTING 
TECHNOLOGY 
& CREATION 


LB6 


Y t 
— — — 


VOL 20 | N0 3 


architectural | lighting 


EDITORIAL STAFF 


GROUP EDITOR- IN-CHIEF 

W. SOMMERH 
esomi f@archlighting:com 
(646) 654-5775 


ner 


PUBLISHER 


ggyss@vnubus pubs. com 
(646) 654-5756 | SENIOR EDITOR 
ELIZABETH DONOFF 


ff@archlighting.com 


}.CO 


GROUP MARKETING MANAGER 


с م۸‎ 


is у 84.448 
kmarty@vnubuspub Im 654-4482 
(646) 654-7369 تست یریم‎ EDITOR 


EAST/CENTRALINTERNATIONAL 


CLIFF s 


jbrite@arc yr 
(646) 654-5 
JEVELOF 
тил aibi EDITORS AT LARGE 
AME ЈЕМУА, HOWARD BRANI 
(646 у е Р * 


CONTRIBUTING EDITORS 
В. HEINEMAN, BF 


WEST 
MEGEAN COLDWELLS 


mcoldwe 9۷۲ 


pubs.com м 
577-0021 


ul 


TEXAS | DESIGN 

TODD DBE 

ittidmore@arpinassociates ART DIRECTOR Е 
- MAHER 

a‏ سر 
SPECIAL PROJECTS, ADVERTISING | (646) 654-5778‏ 
ISI‏ ۱ 

PUn E а BING ASSISTANT ART DIRECTOR 

RRIE JULIAN 


com 
3806 


julan@architecturemag.com 


(646) 654-4587 


SALES COORDINATOR 
KA | SUPPORT 


SA У. НАМ! 


hanuka@vnubuspubs 


IM PRODUCTION 
(646) 654-5754 | VINCE HABICK 
ax (646) 654- 7317 


220 


(646) 654-7238 


CUSTOMER SERVICE 


| CIRCULATION 
REPRINTS | CARRIE EISENHANDLER 
FosteReprints | « ;eisenhe indler&comcast.net 


Morene Stark | (215) 886-4488 


morene stereprints 


stark fo 
(866) 879-9144 


19 LIST RENTAL MANAGER 
JOHN LOGIUDICE 
(800) 223-2194 


REAL ESTATE AND DESIGN GROUP 


| Real Estate and Design Group Publications: a ht Architecture mate Prope New 
сї esign. Kitchen & Bath E Multi w Other VNU Business Publication 


| Groups ind Specialty Reta 
w vnu business publications 


е! Marchesa! p President 


w vnu business media 


President & CEO: Michael Marchesa hief Financial Officer. Dere n; President = VNU Exposit 
ar, Presider Media а formation Marketing; Vevitt ө President/Human Re 


Circle No. 109 or www.archlighting.com/productinfo 


control 
color. 


control 
intensity. 


control 
temperature. 


Introducing LumeLEX $® 


The first and only solid state lighting source that's fully ЭС iSi 
integrated and cost effective for general lighting purposes. 


www.LightingServicesinc.com 


Circle No. 39 or www.archlighting.com/productinfo 


industry 


17 | comments 

18 | anniversary / Liberty Relighting, 20 Years Later 

21 | briefs / Standards for Green Building; 100% Light; and more 
25 | letters / Roadway Lighting: When Is It Warranted? 

29 | profile / Richard Kelly ГЕ 

30 profile / Rogier van der Heide ГЈ 


report / Behind the Scenes: Lighting Research 15 


exchange / What are the trends impacting the Industry? ГЕ 


projects 


39 | introduction 

40 | hotel / Elementary Particles / cover story [id 
competition / Solar Living Ж 

48 | technique / Drawing on the Future T 


54 | prototype / A Lesson in Daylighting ld & 


58 | landscape / Luminous Line 


details 
51 | method / Planning for Daylight M $ 
67 | technology / LEDs Inspire New Products 
79 | ad index 


Cover: The LED-dotted mesh facade of Hotel Habitat, Barcelona 


Tt yage: Richard Kelly's lighting for the Seagram Building in New York City; 
Hand-drawn rendering of Cowley Manor by Speirs & Major; Steelcase's Digital Yurt; 
“Cloud of Light” installation in Tallinn, Estonia with lighting by Rogier Van der Heide 


A sustainable design article 


Additional information at www.archlighting.com 


S 
n 


INTFTOQUCINQ ۱۱۱2 INOW Val ای‎ UI 


16555 East Gale Avenue 
City of Industry, CA 91745 
626/968-5666 


Kim Lighting new Wall Commander Series 
combines powerful area illumination, 


dramatic up/down accent effects, www.kimlighting.com 


and relevant architectural design into ———— 


Hubbel! 
етан ISO 9001:2000 


one compact wall mounted luminaire. 


| 
||: 
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Photos represent only over 40 Wall Commander optical configurations available. Contact Kim Lighting for more information 
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Square D' lighting control 


The connection between 
style and stability. 


There are two sides to 
every building. Now 
you can count on the 
Square D® brand to 
bring them together. 
Square D Clipsal* 
lighting controls 
introduce a new 

level of style and 
ambience to any 
environment. Dim the 
lights across an entire 
facility or the family 
room, from a single 
keypad. Square D 
PowerLink* systems 
deliver proven 
performance - reducing 
energy costs through 
PowerLink* G3 schedule and occupancy- 
Control Center based lighting control. 
Together, they form the kind 
of complete solution you 
won't find anywhere else. 
Reliable. Convenient. Flexible. And 
seamlessly integrated. See for yourself 
where elegance meets engineering. 
Visit www.squaredlightingcontrol.com 
and make the connection. 


Saturn" DLT 
Keypad 


a brand of 
Schneider 


Electric ІП) SQUARE D 
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www.bklighting.com € 559.438.5800 • www.teka-illumination.com 
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THE TIMING OF LIGHT + BUILDING, AND All's 
annual nod to innovation and 
inspiration could not have been 
better. I'm writing this—the final 
page of our April/May 2006 issue 
to be sent to press—from Germany, having just spent 
several long days hungrily roaming the 15 lighting- 
devoted floors of the Frankfurt-located trade show 
(and several late nights further investigating the sub- 
ject in appropriately festive dinner conversation). This 
biennial event is a moveable feast for anyone with a 
love of light. 

In my mind, the influence inherent in Light + 
Building lies not so much in a rush of new technology. 
The show's trends are more or less familiar: Like most 
of the events both domestically and internationally 
over the last several years, Light + Building's new 
offerings seem focused first and foremost on LEDs. 
Philips’ extensive booth was dominated by solid-state 
content, and nearly every luminaire manufacturer | 
visited had at least one or two LED-compatible prod- 
ucts. One U.S. lighting designer, who has attended 
the show since its residence in Hanover years ago, 
observed that the LED technology exhibited this year 
has advanced beyond the gimmick stage, and is now 
making its way into refined, practical applications. 
DALI-related products were also laced throughout the 
show, comprising for example the focus of Erco's size- 
able stand. And color and color-changing capabilities 
echoed as a theme, though a few manufacturers— 
such as Artemide—acknowledged in their displays the 
simple power of white light. These developments are 
relevant to progress, but nonetheless, somewhat pre- 
dictable. Indeed, | expect to see these currents at 
Lightfair in a month. 

Where Light + Building seems to make the eyes of 
both designers and manufacturers shine is in its ener- 
gy and comprehensiveness, and in the inspired, and 
consequently inspirational, aesthetic—of pretty much 
everything. From the actual products and booth dis- 
plays, to the peripheral events and sophistication of 
attendee, the show is опе of a kind. (| have heard 
mixed reviews about the seminars, but must confess 
to not having enough time to attend them.) 

The European manufacturers have an awareness 
of design that puts U.S. product in its place. While 
Euroluce, the biennial lighting event during Milan's 
annual furniture fair, presents an equally compelling 
lineup of decorative luminaires, Light + Building's 
offerings are that much more extensive, encompass- 
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Inspiration Abroad 


ing the architectural along with the technical, with as 
much attention to detail. The booths themselves are 
designed environments (no pipe-and-drape, table-top 
schlock here), and in the larger ones, where both food 
and drink are served continually, there is a celebrato- 
ry atmosphere. Light also takes over the city outside 
the convention center. In conjunction with the show, 
its organizer Messe Frankfurt coordinates Luminale, a 
series of installations, events, exhibits, and other 
points of interest around the city and outlying areas, 
all unified under the common theme of light. While 
many of the more than 160 programs are amateur and 
not worth a dedicated trek, an equal number are 
thoughtful and eye-catching. Together, however, as 
either happened-upon or sought-after experiences, 
they create a public celebration of light, small—and 
large, as in the case of the permanent Turrell installa- 
tion on the. Dresdner Bank building—moments 
designed to inspire both attendees of the show and 
the populace at large. 

According to a spokesperson from Messe 
Frankfurt, U.S. attendance at Light + Building in the 
form of both visitors and exhibitors grew substantially 
this year. As | write, the event is still in progress, so 
final numbers are yet to be tallied. However, if anec- 
dotal evidence is any indication, American designers 
and manufacturers are beginning to make this a regu- 
lar stop on their trade-show circuit, at the very least as 
attendees, if not as speakers, organizers, or 
exhibitors. With Lightfair around the corner, it is 
impossible not to compare the two, and to wonder, а 
little longingly, if the United States couldn't host a 
similarly energized event. Here, we come to the regu- 
larly debated issue of whether Lightfair should be 
every other year, like Light + Building, which given the 
size of the market, would be the first of several nec- 
essary changes—a difficult decision for many rea- 
sons. But the reported success of the Frankfurt show 
with the American market begs the question: Can 
Lightfair afford not to? This year, the juxtaposition is 
interesting, as Lightfair's speaker lineup has a defini- 
tive international presence. Perhaps the metamorpho- 
sis has already begun. 


EMILIE W. SOMMERHOFF 
EDITOR-IN-CHIEF 


INDUSTRY EXCHANGE TAKES A BREAK IN JUNE TO MAKE WAY FOR EDITORS’ 
PRODUCT PICKS. EXCHANGE WILL RESUME WITH THE JULY/AUGUST ISSUE. 
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A|L KNOWS ANNIVERSARY CELEBRATIONS AREN'T JUST FOR MAGAZINES. LIGHTING 
| mingo Gonzalez Associates is observing 20 
while manufacturers Lucifer Lighting and 
100-year annive 
respectively. The Aalto vas ns 70, and the Ea 
lounge chair is 
r for a bre 8 
the world of lighting and design. We feel particularly admiring of 
one project, however—the Statue of Liberty 
Recognized around the world as a powerful beacon for free- 
„апа opportunity, the Statue of Liberty's light is not just 
|: her dramatic illumination is a perfe ample of 
1 engineering. Since the 
tion in New York Harbor in 1886, lighting engine signers 
struggled to illuminate the 150-foot copper-clad monument in 
oming an American icon. It took the thoughtful and 
eative аррг‹ of Howard Brandston—a leg 
to solve this lighting challenge. In 1984, the designer was 


right 
asked to give the statue a much-needed lighting ma 


18 AlL 


APRIL/ 


pr ation for its centennial. In order to avoid the shortcomings 
attempts, he studied the ur 
discovering that it looked bi 


Brandston det that he would n 


of previou nt from every angle 


and in all lighting conditions in the 
light of dawn "one 
lamp to mimic the mornir morn 
ing sky" Learning that no existing lamps could simulate the: 
Brandston partnered with General Electric to develop 
м metal halide products. With only a short time for R&D, a 
engineers at GE's Nela Park laboratories assembled a 

' testing room dedicated to the Statue of Liberty proj 
| ow lamps 


conditions 
two r 
team of 
"top secr 

After nearly two years of work to 

wr arly light" effect was finally achieved just days 
truly a labor of love,” he recalls. MARGARET MAILE PETTY 

aret Maile Petty, a c ral candidate at the Bard G 
Center in New York City, teaches in the lighting MFA program 
Parsons the New School for Design, and 2 in the history 


and theory of twentieth-century a 


Think you can't afford Award Winning 
Classroom Lighting? 


- Award Winning чый 
- Patent Pending Technology 


Think Again! 


Finelite's Integrated Classroom Lighting System FIN 


is affordable, delivers energy savings 25-40% beyond national standards, and INCL 
T БҮ 5 ; | а Better Lighting 
a 5-year single source warranty. CCS was rigorously tested in а 


3 www.finelite.com 
sponsored study where teachers preferred it 9:1 to existing systems 


ELITE 


You know Finelite for.. Service * 10-day Shipping • Performance е Quality е Affordability...and now for Lighting Systems 


HE SUCCESS OF MIRO › | 


MIRO optical surfaces аге fast replacing anodized aluminum in 
luminaire design, world-wide. MIRO has a total reflectivity of 95%, 
and MIRO-SILVER® 98%, making them today’s first choice for 
OEM lighting manufacturers. 


In major facilities that have traditional discharge lighting solutions, 
such as big-box retailers and distribution centers, installing 
modern fluorescent high-bays made with MIRO surfaces could 

cut lighting electricity by up to fifty percent, when the fixtures also 
include modern T5 or T8 lamps and the newest ballasts. 


LIGHTING DESIGN ACCELERATES _ 9 ENERGY EFFICIENT LIGHTING > 


MIRO-SILVER is " w етее in saying energy. In 
commercial-office lighti 0۹ о Wes made with MIRO- 


„ ۷ * . E 


CTION IN PERCENT 


«able 85 lumens 


timum design 
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DIRECTED REFL 


MIRO-SILVER is 14% more light-reflective at a 
55 degree angle than MIRO. 


reflectivity, even after fiy 


inte ll Vue * by Holophane® 
Made with MIRO- SILVER 


WWW.ALANOD.COM/OPTICALDATA 


To sec ir MIRO s RIGHT FOR YOUR APPLICATION, CONTACT: 
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IESNA, USGBC, AND ASHREA PARTNER ON GREEN BUILDING STANDARDS 


As sustainable building strategies continue to be incorporated into 
mainstream construction processes, individual organizations are 
coming together, lending their particular areas of expertise in order 
to create a baseline set of green building standards, which are both 
comprehensive and accessible. The latest such partnership, formal- 
ly announced in February 2006, is between the U.S. Green Building 
Council (USGBC), the American Society of Heating, Refrigerating 
and Air Conditioning Engineers (ASHRAE), and the Illuminating 
Engineering Society of North America (IESNA). 

Using the USGBC's LEED Green Building Rating System as a 
resource, Proposed Standard 189, Standard for the Design of High- 
Performance Green Buildings Except Low-Rise Residential 
Buildings (Standard 189P), will seek to provide a core set of require- 
ments for the design of sustainable buildings in an effort to balance 
“environmental responsibility, resource efficiency, occupant com- 
fort and well being, and community sensitivity.” In a prepared state- 
ment Dr. Alan Lewis, president, IESNA noted, “Sustainability is the 
next natural progression in the evolution of standards for building 
design, allowing us to weigh system solutions against the impact 
on the environment, while ensuring that buildings meet the needs 
of those who must work or live in them." Standard 189P will apply 
to new commercial buildings and major renovation projects, and 
address issues of sustainable sites, water use efficiency, energy 
efficiency, a building's impact on the atmosphere, materials and 
resources, and indoor environmental air quality. 

According to information provided on the USGBC website, the 
standard is being developed in accordance with ASHRAE's ANSI 
procedures, "ensuring that it meets all three partners' commitment 
to consensus-based processes" The process is expected to be 
complete by 2007 The ANS!-accreditation will also mean that the 
standard can be incorporated into building code. 

The goal is that Standard 189P will eventually become a LEED 
prerequisite, drawing on the recognized performance criteria of 
LEED, but remaining distinct. In addition to the development of 
Standard 189, the USGBC is also proceeding with its plans for 


LED ADVANCEMENTS AHEAD 


ATTENTION IS BEING PAID TO THE DEVELOPMENT OF SOLID-STATE LIGHTING, AND FUND- 
ing is following suit, Partnerships, such as the agreement signed in 
February 2005 by the U.S. Department of Energy (DOE) and the 
National Electrical Manufacturers Association (NEMA)-adminis- 
tered Next Generation Lighting Industry Alliance (NGLIA), which 
will support the development and commercialization of solid-state 
lighting technology, and legislation providing funding, like the 
Energy Policy Act of 2005, have paved the way for the LED tech- 
nology advancements. 

According to the DOE's 129-page multi-year program report 
(released in March 2006) for its solid-state lighting initiative, its 
level of funding has increased from $3 million for fiscal year 2003 
to $13 million for fiscal year 2006. And in February, President 
Bush's proposed 2007 fiscal budget increases solid-state lighting 
technology funding by 75 percent from last year, bringing it to 
$19.3 million. 

Also in March 2006, the DOE announced funding selections for 
its solid-state lighting program with the goal to "develop advanced 
solid-state lighting technologies that, compared to conventional 
lighting technologies, are much more energy efficient, longer last- 


The 
LIGHTING 
AUTHORITY ® 


LEED Version 3.0, which will include advancements in building 
science and technology such as Lifecycle Assessment and biore- 
gional weighting. 

Rick Fedrizzi, president, CEO and founding chair of the USGBC 
commented in a prepared statement, "Given ASHRAE's integrity 
and long history of leadership in energy efficiency and indoor envi- 
ronment, and IESNAS technical strength in lighting, they're ideal 
partners in this effort. We're confident that the baseline standards 
we'll develop together will raise the entirety of the commercial 
building marketplace to a new level of resource efficiency" All. 


ing, and cost competitive by targeting a product system efficiency 
of 50 percent with lighting that accurately reproduces sunlight 
Spectrum" by 2025. 

Pushing technology advancement even further is the use of 
nanotechnology—technological developments on the nanometer 
scale, usually 0.1 to 100 nm—in solid-state lighting. As part of the 
Energy Policy Act of 2005, the DOE is mandated to designate one 
of five federal nanotechnology research centers as a national solid- 
state lighting center, for which Congress has appropriated $5 mil- 
lion. in funding. This technology is expected to create high-per- 
formance results in areas including photovoltaics, thermoelectrics, 
and sensors, though NGLIA manufacturers are working with the 
DOE to evaluate its use in solid-state lighting semiconductors. 

To this end, NEMA has created a Nanotechnology Advisory 
Council, comprised of a panel of experts, to provide guidance to 
the electrical manufacturing community on this emerging technol- 
ogy. According to NEMA, the council will act as a “resource for 
manufacturers interested in the research and public policy implica- 
tions of nanotechnology development as they seek to apply the 
technology in their products.” А 
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Big Space 


Line Art 


(one-to-one) 


Pretty Picture 


No Data! 


— 


We could do business (and ads) just like the “Big Guys’ but... 


We would rather give you Full Photometry, Published Prices, 
Short Lead Times, Huge Energy Savings, Free Design Help, 
a 10-year warranty and absolutely No Bull! 


NoUVIR Research o 


We invented no UV, no IR, fiber optic lighting! 


Call us for a free 130-page design manual 
with all of the hard data you'll ever need! 


302-628-9933 
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IOOZ*LIGHT 


100% DESIGN, ONE OF ENGLAND'S MOST NOTABLE ARCHITECTURE AND DESIGN 
shows is adding a new event to its lineup—10096 Light. The 
100% brand will now encompasses six venues: 100% Design 
(the first of the shows, established in 1995), 100% Detail, 
100% Materials, 100% Light, 100% East, and 100% Design 
Tokyo. lan Rudge, 100% Design co-founder and brand direc- 
tor, says, “Last year the shows had over 36,000 visitors, and 
the majority of them told us that they would like to see more 
lighting" Responding to this demand, 100% Light was born. 

Delivering a forum for the latest architectural and con- 
temporary lighting products, 100% Light will also serve as a 
launching pad for new lighting manufacturers and designers. 
Dedicated solely to lighting, the show will help bridge the 
contemporary interiors showcased at 100% Design and the 
building innovation shown at 100% Detail. A series of light- 
ing-dedicated seminars and installations will also be held. 

Of the new addition, Rudge says, “100% Light is a natu- 
ral extension to the existing brands” and proof of the stead- 
fast emergence of the U.K. lighting design community. 
Highlighting this notion is an entire panel of London-based 
industry experts—lighting designer Jason Bruges of Jason 
Bruges Studio; lighting designer Paul Cocksedge of Paul 
Cocksedge Studio; Cressida Granger, managing director of 
Mathmos; Laurent Louyer, founder of lighting design firm 
Creatmosphere; and architect John Norden of IDE 
Architects—who will advise on show content. 

To ensure the relevance and quality of products, prospec- 
tive participants must submit a product portfolio that will be 
vetted by the panel. The shows will run September 21 to 24, 
2006 at London's Earls Court. For more information, visit 
www. 100percentlight.co.uk. All 


LED HOME INVASION 


ACCORDING TO VICE PRESIDENT AND GENERAL MANAGER OF PHILIPS LIGHTING 
North America's solid-state lighting business Govi Rao, the 
U.S. will see a "dramatic shift from incandescent lighting to 
LEDs" during the next few years. 

Emphasizing its role in this emerging market, Philips has 
unveiled a variety of LED lighting products at the 2006 Kips 
Bay Decorator Show House, an annual New York City charita- 
ble event to raise money for the Kips Bay Boys and Girls Club. 
This year, over 20 interior designers went to town on a 19th- 
century mansion located on Manhattan's Upper East Side. 

LEDs were used for design schemes in the kitchen, 
foyer, library, and some bedrooms, creating the designers' 
desired ambient experiences and lighting effects to capture 
the mood of each space. One example was the use of 
Philips' Aurelle LED candles, used en mass to illuminate one 
of the home's many fireplaces. 

As Rao says, the "LED installation is a great opportunity 
to demonstrate what's coming in home design.” Visit the 
showroom through May 23, 2006. For more information, 
visit www.kipsbay.org/showhouse:html. А 
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T~tra Ic 


Track Lighting with a Twist -” 


The first true two-circuit, hand-bendable 
line-voltage track system. 


Presenting Two-Circuit T~trak from Tech Lighting. Track lighting | 
with yet another twist! 3 


Two-Circuit T~trak offers the smallest profile of any line-voltage 

two-circuit system today. Because it is a true two-circuit system, E | 
each circuit has its own dedicated neutral for two separately 
switchable 20 amp circuits. Control, aesthetics, flexibility and 
performance - all from one system. 


All T~trak systems incorporate a wide selection of architectural 
heads and pendants - and an extensive range of illumination 
options including incandescent, CMH and fluorescent 
configurations. Available in both Satin Nickel and White. 


Come see this system plus much more at Lightfair 2006! | %. 
Tech Lighting Booth #1643 ` 
May 30 – June 1, 2006, Las Vegas Convention Center 


TECH LIGHTING 
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INSIGHT LIGHTING MANUFACTURES A MYRIAD OF HIGH PERFORMANCE ARCHITECTURAL LIGHTING PRODUCTS FOR INTERIOR AND EXTERIOR, 


INDIRECT AND DIRECT, PUBLIC LIGHTING VENUES. АМ ARRAY OF INSTRUMENTS INCLUDING LINEAR LUMINOUS LIGHTING; ILLUSIONS, 


EXTERIOR FACADE; MASQUE, AND DECORATIVE HIGH PERFORMANCE INDIRECT, VAS, ARE BUT A FEW OF THE PRODUCTS OFFERED. 


ATTENTION TO DETAIL AND INTEGRITY OF DESIGN ARE BENCHMARKS BY WHICH WE PRODUCE PRODUCTS OF EXCEPTIONAL VALUE AND 
LONGEVITY FOR AIRPORTS, EDUCATIONAL FACILITIES, INDOOR POOLS, MALLS AND PROFESSIONAL SPORTING FACILITIES. 


INNOVATION AND A COMMITMENT TO QUALITY AND SERVICE ARE TENETS THAT HAVE NOT BEEN COMPROMISED IN OUR 15 YEAR TENURE. 


۱ М 5 6 ۳ 1 
505.345.0888 
каје No. 74 ог www.archlighting.com/productinfc www.insightlighting.corr 
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STUDENTS SHINE IN FIXTURE COMPETITION 


SELECTED FROM MORE THAN 100 ENTRIES REPRESENTING INTERIOR DESIGN, 
industrial design, and architecture programs across the 
United States, a submission from a team of industrial 
design students is this year's winner of Luraline Products 
Company's fifth annual "It's 
Your Light" student design 
competition. Luke Johnson and 
Jonathan Walsh of the 
University of Bridgeport in 
Connecticut collaborated on 
their winning entry called 
“RhythmiGlow,” and will share 
the $1,500 cash prize. Honorable mentions were awarded 
to David Grisham of Mississippi State University for his 
"Pivot Lamp,” and Justine Reed of Cazenovia College in 
New York State for her luminaire called “Pagoda Express.” 

The competition brief asked students to design a lumi- 
naire for upscale nightclub and entertainment venues. 
Johnson and Walsh's winning design makes use of electro- 
luminescence, a process whereby a material emits light in 
response to an electrical current. When activated the mate- 
rial powers a flashing sequence of light panels underneath a 
translucent shade. The sequence can be random, pre-pro- 
grammed by the manufacturer, or made to respond to 
sounds in the installed environment. Judges were 
impressed with the fixture's "real-world marketability" and 
ability "to create a mood.” Details about the annual compe- 
tition are available through the company's website at 
www.luraline.com. All. 


LETTER TO THE EDITOR 


IN RESPONSE TO MARCH 2006 


The article "On The Road with Light" presented a detailed 
review of the three methods for roadway lighting calculations. 
Not discussed was whether or not roadway lighting is war- 
ranted at all, and if warranted, to what degree. RP-8 does not 
address criteria for "when" roadway lighting is necessary— 
the standards only apply to continuous lighting. And what 
warranting criteria are to be used for “spot illumination” which 
applies to many if not most local roads? There are fundamen- 
tal questions on the circumstances under which roadway 
lighting is warranted, and these questions deserve careful 
consideration by public officials and lighting engineers: 

1. With fierce competition for limited public financial 
resources, under what criteria does the investment in road- 
way lighting provide a reasonable return on investment in 
terms of collision avoidance? 

2. f roadway lighting does provide an appropriate return 
on investment, does that additional level of collision avoid- 
ance provided by lit roads apply at all hours, from dusk to 
dawn, or is most of the benefit realized before midnight, after 
which traffic volume may be negligible? Would turning street- 
lights off after midnight significantly contribute to energy con- 
servation without significantly affecting rates of collision? 

3. Could passive alternatives such as reflective pave- 
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ment markings provide a similar degree of public safety, and if so 
at what cost? 

In the 1970s, in response to an energy crisis, CalTrans decid- 
ed to remove all roadway lighting from limited access freeways, 
except for those located at the interchange. In the 30 years since 
these roadway lights were taken down, CalTrans has not seen the 
need to reinstall roadway lighting on freeways. CalTrans has now 
commissioned a study, due for completion in 2008, to determine 
whether roadway lighting is necessary even at interchanges 

On local roads, most lighting is mounted on wood utility poles, 
and the spacing requirements are based on the weight distribution 
factors for the wires. Streetlights mounted on utility poles may 
offer little, if any, public benefit in terms of collision avoidance 

100 years ago car headlights were very weak, compared to 
today. Back then there were few examples of roadway striping Or 
reflective markers on the roads 

The question for future research will be to determine the pub- 
lic benefits gained from investment in streetlights, and to com- 
pare those benefits to other areas of investment like healthcare 
or public safety. Until those questions are answered, CalTrans 
example of not using roadway lighting for freeways deserves 
careful consideration 


LEO SMITH 
Suffield, CT 


THE AUTHORS' REPLY TO MR. SMITH'S LETTER 


Thank you for your interest in our article. Your concern about 
Roadway Illumination Warrants (“When to Light") is important. The 
article was intended to introduce the reader to "How to Light" after 
the decision has been made to install a continuous roadway light 
ing system. We enthusiastically agree on the need for additional 
research on the benefits of installing roadway illumination systems 
There are studies that show accident reduction benefits from road- 
way lighting, but much of the data we have is from studies done 
some time ago. A pending National Cooperative Highway Research 
Program Project, "Guidelines for Roadway Lighting Based on 
Safety Benefits and Costs" may help in addressing some of these 
issues. We welcome CalTrans research into this issue and see the 
for further research on warrants for lighting of non-freeway 


neec 


facilities. Lighting designers would welcome more research-based 
guidance on “when to light.” 


J. DELVIN ARMSTRONG, РЕ. апа BENJAMIN J. JORDAN, РЕ 
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SEMBLY SERVICES ES | EXPERTISE AND COMMITMENT. . . 
| Heatron offers complete turn-key light engine Тһе High Power LED market is new, 
assemblies manufactured to your | fast moving, and dynamic. 

specifications. Our application knowledge and Capitalizing on the benefits of a high 
access to an array of component level LEDs ЗИ Е быш 
will reduce your design time and simplify ог ће (есћпојору CUE 
supply chain. Pues to being yes араа 
source of expertise and information 
PRINTED CIRCUIT BOARDS FOR LEDs on developing LED products from 
Heatron offers you a wider range of printed concept to design to prototype and 
circuit board technologies than any other final production. 
source in the LED industry. Heat destroys 
LEDs. Longer life, higher luminous efficacy, 
and lower failure rates all result from a good 
thermal design for your end product. Our 
metal core printed circuit boards provide the See us at Lightfair Booth #2545 
heat dissipation you need to solve the pw 
toughest thermal management challenges. HC 


DESIGN AND INTEGRATION SERVICES 


Creating the optimal solution for your LED 
application requires a balance between several 
critical disciplines that make up your 
innovative product: 

* power sources or drivers 

* LED emitters 

* thermal management 

* secondary optics 

* housings or enclosures 
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RICHARD KELLY 


A TRUE INNOVATOR IN SPIRIT AND PRACTICE, RICHARD KELLY (1910-77) DEDICATED 
his professional life to the recognition and advancement of light- 
ing design, and throughout his career, championed a close part- 
nership between light and architecture. This was far from accept- 
ed practice when Kelly opened his first lighting consultancy in 
1935 in New York City. As he described this period, "There weren't 
lighting consultants then. Nobody would pay for my ideas, but 
they would buy fixtures.” Frustrated, Kelly began to write and lec- 
ture on the integral relationship between lighting and architecture, 
giving voice and name to the emerging practice of lighting design. 
By the early 1950s, Kelly had defined a vocabulary for modern 
architectural lighting -design comprised of three “light energy 
impacts”: focal glow (highlight), ambient luminescence (graded 
washes), and play of brilliants (sharp detail). As an educator lectur- 
ing at institutions including Yale, Princeton, and Harvard, Kelly 
shared his philosophy of light with the next generation of lighting 
designers—establishing a legacy still visible today. 

Having graduated from the Yale School of Architecture in 1944, 
Kelly felt comfortable addressing both the architectural and illumi- 
nation engineering communities. His training and unwavering 
belief in lighting design earned him the respect of some of the 
most important architects and designers of the mid-century era, 
and led to collaborations with Mies van der Rohe, Philip Johnson, 
Eero Saarinen, and Louis Kahn, and the realization of a number of 
the twentieth century's most iconic buildings, including Johnson's 
Glass House (1949), Mies's Seagram Building (1954-58), 
Saarinen's General Motors Technical Center (1946-55), and Kahn's 
Kimbell Art Museum (1967-72). Kelly refused to be confined by 
contemporary lighting solutions. When he was unable to realize 
his concept with readily available products, he developed new 
lighting technologies, often seeking assistance from leading illu- 
mination and electrical engineers. To transform the Seagram 
Building into a “Tower of Light” Kelly partnered with Noel Florence 
at Lightolier, designing a custom luminous ceiling comprised of 
the largest flat diffusers manufactured to that date (1958). The sys- 
tem was outfitted with two independent circuits, one for daytime 
illumination and another using separate lamps running at one quar- 
ter Maximum output to create a glowing tower after dark. 

Long before daylighting became a buzzword among architects 
and lighting designers, Kelly argued that daylight was essential to 
architectural lighting design. He said, “The handling of forms, the 
meaning of a room has to relate to daylight" Designing the light- 
ing for the Kimbell Art Museum, Kelly combined his knowledge of 
daylight with the manufacturing expertise of his long-time collabo- 
rator Edison Price, and the mathematical precision of engineer 
Issac Goodbar. Together they designed the now-famous cycloid 
vault and curved reflector of perforated aluminum that channels 
reflected and diffuse natural light into the museum. 

Despite his many successes, Kelly was never satisfied. As he 
said in an interview in 1958, "Lighting is such a large part of the 
visual arts—architecture, most of all—that l'm sure the best we 
can do today will be inadequate tomorrow. | can logically project a 
great many techniques in lighting to improve people's lives or to 
make a house more beautiful, but it's all theory until we have the 
record of experience, which we are only beginning to write.” 
MARGARET MAILE PETTY 


Margaret Maile Petty's master's thesis focused on Richard Kelly's 
formative role in the development of modern architectural lighting. 
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Richard Kelly (top); the cycloid vault in the North Galleries at the Kimbell Art 
Museum, Fort Worth, Texas (center); and the luminous glow of the Seagram 


ERS New York me: 


ARCHITECTURAL LIGHTING 


29 


industry | 
| 


ROGIER VAN DER HEIDE 


PERHAPS NOT SURPRISINGLY, ROGIER VAN DER HEIDE STARTED IN THEATER. MANY 
of his professional peers also began their career there, but the 
real hint is in the personality of his work. The Dutch lighting 
designer's projects exhibit a theatricality that intends to capti- 
vate—the multimedia facade of the Galleria West Shopping 
Center in Seoul, for example, which garnered him a 2005 
Radiance Award, the IALD's highest project honor (“All Dressed 
Ор” Jan/Feb 2005). With parents in the performing arts and 
music, he spent most of his childhood "on stage, or in a concert 
hall or the orchestra pit“ and gravitated toward a related field of 
study, cinematography, at the Institut Supérieur des Beaux-Arts 
in Brussels. But, for him, theater lighting was a lonely existence, 
lacking the intensity and dialogue among the different partici- 
pants that he would later find working in architecture. "You 
come in late—at best, three weeks before opening night—so 
you interfere with a team that is very close. You're a stranger 
And after opening night, you're gone again to the next show. 
Approached by an architect about lighting an exhibition, Van der 
Heide immediately understood what he was missing, and by 
1995, the designer had founded his Amsterdam-based architec- 
tural lighting practice, Hollands Licht 

Van der Heide's affinity for the team interaction inherent in the 
architectural design process has continued to influence the trajec- 
tory of his career, playing a key role in his decision to sell Hollands 
Licht to the global engineering, design, and planning firm Arup in 
2003. "It took awhile to convince me” But what he appreciated In 
the organization's interdisciplinary approach was the ability "to 
share ideas, and to work concepts up to feasible designs.” True to 
his maverick personality, he adds, "It was not always easy In the 
beginning—a big company can be a big monster.” As the global 
leader of Arup Lighting, Van der Heide directs just over ЗО practi- 
tioners. “1 like the process with the younger designers, seeing 
how they are improving and exploring their talents, he says 

The theme of interaction carries over into the life of Van der 
Heide's product, his designs. "| am very much into the experien- 
tial part of lighting, how it is perceived, how it can set a mood.” He 
describes his process as analytical, "trying to discover the real self 
of the client, and then finding an expression of that in light.’ The 
concept of holistic design—the built environment as a total sys- 
tem of things that work together—also features prominently in his 
professional exploration. "On the one hand, the way technology is 
moving requires specialized professionals in every field. On the 
other, we can only improve the built environment if we think about 
itas generalists. | am interested in how to solve that paradox.” 

His enthusiasm for light is infectious and inclusive. (Van der 
Heide insisted that his client be on stage for the acceptance of the 
2005 Radiance Award.) It inspires and realizes projects, seeming- 
ly conceptualized for the sheer pleasure of considering what could 
be possible—work that is simultaneously playful and poetic. Last 
year, Van der Heide participated in a project, organized by a group 
of Estonian architects and conceived by Dutch architecture firm 
MVRDV. to launch 500 illuminated meteorological balloons, each 6 
feet in diameter, over a town square in Tallinn, Estonia, during 
February. The installation was, more or less, for the fun of it, an 


exploration of light’s ability to cheer a city in the depths of winter 

But for Van der Heide, fun is all in a day's work: “| need the 
excitement and pleasure to perform, and | can usually find a way 
to make that happen for the whole team. | consider that part of 
my job” EMILIE SOMMERHOFF 
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"Cloud of Light" installation in Tallinn, Estonia (top); the spa at the Hotel 
Castell in Zuoz, Switzerland, designed in conjunction with UN Studio (cen- 
ter); the Galleria West mall in Seoul, also designed with UN Studio (above). 
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Behind the Scenes: Lighting Research suu morrar 


DESPITE PERSISTENT FUNDING CONCERNS, TWO U.S. RESEARCH 
facilities continue to discover new and improved 
practices for the lighting industry. The Lighting 
Research Center (LRC), located in Troy, New York, 
and part of the Rensselaer Polytechnic Institute's 
School of Architecture, is devoted solely to light- 
ing. Situated in the hills above the University of 
California, Berkeley, the Lawrence Berkeley 
National Laboratory (LBNL), is the Department of 
Energy's oldest national laboratory, founded in 
1931. Its Lighting Research Group is part of the 
Environmental Energy Technologies Division, one 
of 17 scientific departments. The following initia- 
tives are indicative of current advancements, but 
also provide insight into future trends. 


SOLID-STATE LIGHTING 

For both the LRC and LBNL, one major goal is to 
increase the brightness and efficacy of LEDs. The 
LRC, with the University of California, Santa 
Barbara, and funded by the U.S. Department of 
Energy's Building Technologies Program and the 
National Energy Technology Laboratory, has 
developed a Scattered Photon Extraction (SPE) 
method that generates 30 to 60 percent more 
light output and luminous efficacy from typical 
white LEDs. By moving the phosphor away from 
the semiconductor and changing the shape of the 
lens geometry, backscat- 
tered photons that would 
typically be absorbed inside 
the LED are able to escape 
through the sides of the 
optics as visible light. Under 
certain operating conditions, 
SPE LEDs, currently available 
for licensing, can achieve 
over 80 lumens per watt, 
according to researchers. 

LBNL is also working to 
increase the extraction effi- 
ciency—the light output and 
luminous efficacy—of LEDs 
by increasing the refractive index of the medium 
surrounding the LED die (the bare chip of semi- 
conducting material). LBNL predicts that, by 
2008, that 80-lumen-perwatt LEDs utilizing this 
method will be available in the marketplace. 

In partnership with the California Energy 
Commission, LBNL is investigating an LED sys- 
tem to replace compact fluorescent lamps in task- 
lights. Using a luminaire provided by Luxo, the 
team demonstrated that three 3W LEDs achieved 


A light therapy luminaire outfitted with blue 
LEDs used in the LRC's Alzheimer study. 


good beam control and optical distribution of light 
using less power than an 18W compact fluores- 
cent. The resulting Arketto tasklight was intro- 
duced in 2005, and a new version—also using 
three 3W LEDs, but with Lumileds new Luxeon 
K2 product and an altered head shape—called 
Esol, will be released in June at Lightfair. 

Additionally, LBNL is in the final stage of secur- 
ing. financing for a collaboration with the Indian 
government to help develop LED systems to 
replace fuel-based lighting, the main form of illu- 
mination used by the local population. This pro- 
gram, explains Steve Johnson, who heads LBNL's 
Lighting Research Group, "involves assembling 
the LEDs in India with die brought in from Taiwan, 
packaging them, and putting them into different 
light systems, such as a 3W lamp" The team also 
has plans to integrate photovoltaic capabilities. 
Johnson predicts the systems will be in place 
within the year. 


SOLAR CONTROL 

One of the most significant and well-documented 
projects delving into energy, daylighting, and 
shading controls is the daylighting mockup for the 
New York Times' headquarters ("Daylight! 
Daylight! Read All about It June 2004). The build- 
ing, currently under construction, will have a 
facade comprised almost 
entirely of glass, and LBNL— 
in collaboration with Anyhere 
Software, as part of a New 
York State Energy Research 
and Development Authority 
(NYSERDA)-funded commis- 
Sioning study—developed a 
new luminance mapping tool 
to determine if the automat- 
ed shading system operates 
in accordance with the 
Times' specifications when 
certain thresholds of glare 
are exceeded. Using auto- 
matically captured digital photographic images 
and Photosphere, free software created by Greg 
Ward Larson (President of Anyhere Software and 
author of Radiance, also developed at LBNL), 
researchers, lighting designers, and manufactur- 
ers are now able to measure and display accurate 
luminance values for each pixel in the image with- 
in one to two minutes, thereby making it possible 
to pinpoint glare and evaluate the visual environ- 
ment. "With this software;' says Eleanor Lee, sci- 


Two major lighting 
research facilities 
discuss their visions 
for the future. 
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and principal investigator in the electrochromic (EC) windows, which swi 


window nologies for optimal energy 
LBNUs Building Technologies Program, from a clear to tinted state while preserving efficiency and comfort.” According to Lee, 
"there is a new capability to evaluate visu view, researchers have just completed a Sage Electrochromics is the only U.S. man 
al discomfort in the field" While the soft- three-year field test program to evaluate ufacturer currently offering EC windows 
ware is currently at the R&D stage, 


their use in daylit spaces and inve 


te and, while these products only allow for 
ergy savings and visual comfort. "At the fully clear or fully tinted states, future itera- 


hopes it will be available one to two q 


ters from now touch of a button, these switchable win- tions will have greater tuning capabilities 
LBNL also sees promise in window dows сап control thermal loads and daylight The LRC has created a proprietary day- 
technologies that can balance daylight and levels,’ Lee explains. "With proper control, lighting controls technology called 


glare. Working with Sage Elect omics’ this technology could be the holy grail of ^ Advanced Daylight Harvesting (ADH) that 
includes the DaySwitch, an inexpensive dig 
ital self-commissioning, auto-adjustable 
photosensor, and an integrated skylight 
luminaire, which distributes natural light 
supplemented by electric light on a contro! 
The choice. It's simple. system dim or switch off the lamps 
when natural light is sufficient. The 
DaySwitch is a simplified device that does 
not require a dimming ballast and can be 
applied to existing fixtures. With a recent 
award from NYSERDA, the LRC will ready 
the DaySwitch for commercialization. New 
Ambiance" LX: linear lighting York-based Dynamic Hybrids will manufac 
ture the DaySwitch prototype 


Ambiance" RX: rail lighting 


Ambiance” Transitions: 120v systerr 


CONTROLS TECHNOLOGY 

To satisfy multiple building scenarios, LBNI 
is creating digital and wireless smart Sys 
tem prototypes. As Francis Rubinstein, prin- 
cipal investigator for LBNUs Lighting 


to 


;ustom Configurations 


Research Group, explains, "Its hard 
know even in new construction how to 
zone the lights ahead of time, so it's a real 
advantage to have the ultimate flexibility 
Ours is a simple mantra: In the future, all 
lighting shall be dimmable and individually 
addressable" By combining DALI—a wired 
digital communications system that pro- 
vides dimming and switching control of flu 
orescent lights on an individual ballast 
level—and an emerging wireless communi 
cations technology called ZigBee, 
researchers are prototyping an integrated 
lighting control system named the IBECS 
Control Framework that can individually 
address wired fixtures, sensors and switcn 
inputs, and demand response signals 
"When the price point is there, says 
Rubinstein, "we imagine virtually the entire 
U.S. commercial building stock of 60 billion 
square feet of space converting to dimma 
ble lighting” This means saving billions of 
dollars a year with all the associated envi- 
ronmental benefits. The Framework will be 
released in October and, according to 
Rubinstein, commercial products using the 


You cant « nearly f en years of longevity Framework will be available in January 2007. 
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LRC researchers have developed a load 
shedding ballast for commercial fluorescent 
lighting systems that, through a signal from 
the electric company or the building's ener 
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Shhhh... Let your designs speak as loud as a whisper with 
Prescolite's new Architektür D4 small aperture architectural 
downlights. The D4 not only presents a discreet 4-1/2" aperture 
from the ceiling, but also features patented Virtual Source optics 
for quiet glare control and a revolutionary new approach to wall 
washing. D4 also includes tool-less top access for relamping, a 
patent-pending twist-lock socket mechanism to properly position 
lamps of various lengths, and a variety of trim and lamp choices. 


Why shout when you can whisper? 


To learn more about Prescolite's new D4 small aperture 
downlights, contact your local Hubbell Lighting representative, 


visit www.prescolite.com, or call 888-PRS-4TEC. 
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gy management system, reduces the cur- 
rent supplied to lamps by 33 percent and 
reduces light levels by approximately 35 
percent. The ballast system can take on the 
building's entire lighting load, providing an 
automated, single control point. As Russell 
Leslie, LRC's associate director says, 
"People accept 30 percent dimming, espe- 
cially during daytime, but if you tell them 
you are dimming for a reason, they can 
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accept up to 50 percent” The load-shedding 
ballast will be manufactured by Osram 
Sylvania and is being tested in a Con Ed 
facility this spring. 


LIGHT AND HEALTH 

One of the fastest growing areas of 
research relates to health and human 
physiology, and development of lighting 
products and practices that respond to 
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human biological rhythms is one of the 
LRC's core initiatives. The Light and Health 
program is led by Dr. Mariana Figueiro, 
whose work focuses on the response of 
the human circadian system—biological 
cycles that repeat approximately every 24 
hours—to light. 

LRC Researchers have developed what 
they call the Circadian Phototransduction 
Model that hypothesizes the mechanisms 
by which humans process light for the cir- 
cadian system. Through this model, the 
quantification of different light sources as a 
stimulus to the circadian system can now 
be made, which is а significant step toward 
exploring how light can be used to adjust 
the body's rhythms. Studies have deter- 
mined that light on the eye's retina is the pri- 
mary synchronizer of these circadian 
rhythms to the 24-hour solar day, and that 
blue is the color to which the body best 
responds. Discovering that light treatments 
may help set the body's internal clock to 
match the solar day, the LRC applied its the- 
ory by exposing Alzheimer's patients, who 
tend to have erratic sleep patterns, to two 
hours of blue LED light in the early evening. 
In studies, the LRC was able to consolidate 
the patients' sleep to the nighttime. 

LRC's next area of investigation is light- 
ing intervention for the aging population, 
meaning a 24-hour lighting scheme that 
includes better light for vision, the circadian 
system, and nightlights to help reduce falls 
by introducing horizontal vertical lighting 
cues—for example, nightlights installed 
around a doorframe. 

Yet another exciting study to be con- 
ducted this year will focus on the possible 
link between lighting and cancer. Studies 
have shown exposure to controlled light at 
night may suppress melatonin. This sup- 
pression has been associated with reduced 
growth rates of certain types of cancer, 
including breast cancer. The LRC will con- 
duct a study with Harvard University during 
which day- and nightshift nurses will don a 
device called the Daysimeter—worn around 
the head to catch circadian light exposure at 
eye level. Data will be compared to see if 
there is any relationship between the 
impact of light exposure at night and mela- 
tonin levels. “We can't make a statement 
yet” Figueiro says, "but that's the step we 
are working on: 

While the challenge for research institu- 
tions like the LRC and LBNL lies in keeping 
up with evolving technologies and choosing 
the most promising ones in which to invest 
time and money, the rewards for all are 
potentially enormous. With the way things 
are headed, the future looks bright. 


Make Energy Smart 
ighting Easy with Energos 


Series 2 duplex lens 


Series 1 parabolic louver 


Introducing Energos, designed and engineered to make energy smart lighting easy 
and effective. Energos is a true system of lighting that blends specific lamp and ballast 
combinations, integrated occupancy and daylight sensors and multiple high performance 
optics to fine-tune light levels in a space. This unique approach eliminates over-lighting and 
can easily achieve a 30% reduction in energy consumption over conventional linear lighting 
systems. The Energos Control System is pre-commissioned at the factory and incorporates 
true Plug-and-Play technology allowing each sensor in the system to operate independently 
or in unison. Energos is an energy-cost effective approach to lighting offices, universities and 
spaces of a mainstream character. Contact your Lightolier Sales Representative for detailed 
information on this high-performance energy smart lighting solution. 
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Where does innovation come from? As the projects in our 
third annual Promising People, Projects, and Products 
issue demonstrate, the influences are as varied as the 
innovations themselves. Experimentation is not limited to 
a specific time or place; it can exist anywhere at anytime, 
from the world of academia to everyday practice and all 
points in between. Some investigations are born out of 
necessity, when actual projects demand new solutions to 
technical or design problems. Other endeavors start from 
theoretical beginnings. Regardless of the reason, the 
quest to explore new materials and forms, challenging 
existing practices, and finding efficient solutions is eter- 
nally integral to the design process. 

The following five discussions—of projects and 
processes—are exciting examples of what can happen 
when all the right ingredients are in play. Although each 
has many inventive elements, specific components stood 
out for us as emblematic of trends afoot in the industry. 
These include themes of education, research, design and 
manufacturing partnerships, technique, and solar strate- 
gies. Solid-state lighting and LEDs are elevated from a 
pure color-changing spectacle to an energy-efficient solar- 
gathering device in Cloud-9's Hotel Habitat in Barcelona 
(page 40). Academy and practice unite in Virginia Tech's 
Solar Decathlon Competition entry, promoting interdiscipli- 
nary collaboration among students and manufacturers in 
an effort to create the energy-efficient home of tomorrow 
(page 46). In "Drawing Upon the Future,” the technique of 
hand rendering reemerges with a new relevancy amid 
today's computer technology revolutions (page 48). 
Leading researchers and practitioners come together to 
prove K-12 classroom design has not been explored to its 
fullest potential where solar strategies and daylighting 
techniques are concerned (page 54). Finally, in the 
Garonne River project, site and technical requirements 
spur the creation of a new luminaire that exceeds per- 
formance expectations while making a poetic statement 
about landscape lighting (page 58). 

The "ah-hah" moment when the proverbial light bulb 
goes on cannot be planned. Innovation happens when least 
expected, a combination of hard work and happy accident. 
Yet, no matter the specific area of investigation, there are 
slements that need to be present to promote creativity— 
magination, curiosity, persistence, daring, and playfulness. 
Гһезе conditions must be encouraged to exist. So read on. 
Ме hope these projects begin the process. AJL 
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URBAN ROOF 

VIP LOUNGE 
MEDIALAB 

MAIN ENTRANCE 
LOBBY 

BAR 

RESTAURANT 
ANIMATED WALLPAPER 
CONFERENCE ROOMS 
PARKING 


Light from the discs is relatively self-contained, thereby preventing light spill (above and 
below), but an opaque green backing prevents light from shining into guests’ rooms (bottom) 
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EDUCATION— 


SOLAR LIVING 


A fully integrated design process 
creates a seamless application of 
| electric and daylighting solutions. 


The innovative wall and roof 
designs take advantage of 
some of the latest building 
materials technologies. LED 
arrays, located at the base of 
the walls in the air gap 
between two layers of poly- 
carbonate sheeting, illuminate 
the walls from within. The V 
shaped roof profile orients 
solar panels, and functions as 
a light diffuser and rainwater 
collector (above left). By day, 
light also enters the house 
through clerestory windows 
(above right) 


COLLABORATION BETWEEN STUDENTS, PRACTITIONERS, AND INDUSTRY IS RARE; BUT, AS EVIDENCED IN 


Virginia Tech's ho 


or the Solar Decathlon Competition last fall, the poten 
tial for innovation when these partners come together is high. With this proj 
ect, Virginia Tech committed to breaking down some of the traditional barri- 


ers between the classroom and the real world. For the team, innovation 


meant the synthesis of extensive ге: 


arch into a unified whole that could be 


implemented successfully toward a specific goal, but with the potential for 


more widespread purpose 


Held for the se 


сопа time in 2005, the biennial Solar Decathlon compet 
207150۲60 by the United States Department of Energy (DOE) with the 


| of creating and further developing sustainable energy stratec 


tion 


goa 


35 Tor res 


idential construction. The interdisciplinary nature of the competition support- 
ed such a goal, allowing students from design and engineering disciplines to 


work together to fulfill the quantitative and qualitative criteria outlined by the 


competition. Eighteen international student teams installed their entries or 


the Mall in Washington, where they were judged in 10 categories, ranging from 


architectural merit to power generation ("Solar Decathlon; Nov/Dec 2005). The 


Virginia Tech team members took the competitions mandate as a challenge to 


integrate sustainable strategies seamlessly into their competition entry, and in 


the process, created unconventional solutions with direct applicability. In doing 


So, their home won the Architecture, Dwelling, and qualitative Lighting con 


tests, and was noted for its "clean and integrated" design solution 
he theme for the Virginia Tech entry was "No Compromise: the 


Integration of Technology and Aesthetics." 


According to Joe Wheeler, assis 
tant professor of architecture, who served as the lead project advisor, "Every 
decision involving quantitative criteria was measured in terms of its contri 
bution to spatial quality" This played out most directly in the form of the 
house's roof, which is imbued with multiple functions. The V-shaped profile 


correctly orients solar panels, and functions as a light diffuser and a rainwa- 
y [ 9 


‚ while creating a lofted spatial experience inside. The roof is lit- 
erally an inversion of the traditional residential roof profile, a move that car- 
ries symbolic weight as much as it offers inherent functionality 

The initial design 


for Virginia Tech's entry was the result of a school-wide 


competition intended to gain interest in the project. This "internal" competi 


tion established the unique roof shape and helped mble a team of near 


gn, 
interior design, landscape architecture, building construction, and electrical, 


ly 80 students spanning seven disciplines (architecture, industrial des 


mechanical, and structural engineering). A materials research class, taught by 


Whe and specific to the competition, provided much of the raw mat 


пе project and established initial contacts with more than 75 different 


industry members. The involvement of г 


anufacturers meant that students 


were able to experiment with the latest technologies, and allowed the teams 
to create projects that far exceeded the $5,000 stipend provided by the DOE. 

Designed with a full integration of lighting solutions, architecture serves 
as the link between daylighting and electric lighting, allowing each formal ele- 
ment to serve double duty. Lighting designer Andrea Hartranft, a senior asso- 
ciate at Philadelphia-based C.M. Kling and Associates and a colleague of 
Wheeler's, served in an advisory capacity on the project, helping the team to 
refine its electric lighting scheme, particularly techniques for uniformly 
uplighting the angular ceiling. During the day, light enters the house in two 
modes: directly through south, east, and west clerestory windows, where it 
then bounces off a fabric ceiling bathing the main room with light; and 
through translucent wall panels, which create an interior glow. These poly- 
carbonate panels, filled with aerogel, a clear insulating material, provide sig- 
nificant thermal ratings relative to the amount of light transmitted. The entire 
wall assembly has a resistive value of R-22 and above, with the typical resi- 
dential wall ranging from R-12 to R-24. 

At night, interior electric lighting takes the place of the sun's rays. A strip 
of T5 dimmable fluorescent fixtures, located on a light shelf just below the 
clerestories, illuminates the fabric ceiling to provide an ambient lighting con- 
dition, and is also supplemented with low-voltage tasklighting. On the exte- 
rior of the light shelf, an additional fluorescent fixture highlights the outer 
edge of the roof, defining its unique form at night. LED arrays, located at the 
base of the walls in the air gap between the two layers of polycarbonate 
sheeting, illuminate the walls from within, providing an evening glow that 
adds to the interior ambient light. In addition, software driving the LED arrays 
allows users to control the wall and change its colors on demand, making for 
an interesting visual for viewers both inside and out. 

While the color-changing aspect of the wall is not "necessary" it is playful, 
and therefore, memorable. As a result, the unique wall assembly has been 
used since the competition, most notably in a meditation pavilion built as part 
of the ABC show "Extreme Makeover: Home Edition,” which attracted an esti- 
mated 25 million viewers. According to Wheeler, calls about the wall system 
have been so frequent, that they are considering manufacturing and selling it. 

Gary Steffy, a Michigan-based lighting designer who served as one of the 
judges for the lighting contest, was impressed by the integration of archi- 
tecture and lighting. "It was a seamless application that could only have been 
achieved by working with the architecture from day one.” ZACHARY R. HEINEMAN 


DETAILS 

PROJECT Virginia Tech Solar Decathlon House, Washington 

DESIGN TEAM Multidisciplinary student team at Virginia Tech, Blacksburg, Virginia 
FACULTY ADVISOR Joe Wheeler 

IMAGES Courtesy of Virginia Tech 

PROJECT SIZE Overall footprint: 800 square feet; floor plan: 590 square feet 
PROJECT COST $275,000 (in-kind donations of materials and equipment); 
$100,000 (financial contributions) 

LIGHTING cost $25,000 (in-kind donations of materials and equipment) 


MANUFACTURERS APPLICATIONS 

Cabot Chemical Co Translucent aerogel insulation in polycarbonate walls 

Color Kinetics Color Cast LED lighting system for translucent wall assembly 

Elliptipar Interior dimmable fluorescent F305-T5 fixtures lighting the 
interior curved fabric ceiling 

GE Plastic Polycarbonate wall panels 

Glass Dynamics Insulated glass 

Hafele Monorail, cable low-voltage lighting systems, and under- 
counter puck lighting 

Lithonia T5 fluorescent fixtures at outer roof edge 

Lutron Dimmers, dimmable ballasts, daylight and occupancy sensors 

MechoShade Reflective white ceiling stretch fabric 

Spore LED- illuminated house number and doorbell 


Architecture serves as the link 
between daylighting and elec- 
tric lighting solutions. The 
result is the creation of a spa- 
cious-feeling interior, despite 
being 590 square feet (below) 
The color-changing aspect of 
the wall adds a playful light- 
ing element and allows user 


interaction (center). Projects 
were constructed offsite and 
then transported to the Mall in 
Washington (bottom). 
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INNOVATION 
TECHNIQ 


FEW WOULD DENY THAT TECHNOLOGY IS A BEAUTIFUL THING. AMONG 
tact nd de rof Aale | , 


DRAWING UPON 
THE FUTURE 


Does the tried and true art of sketching have 
staying power among new technologies? 
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SPEIRS AND MAJOR ASSOCIATES, 

LONDON AND EDINBURGH 

"The ability to sketch is important for us," 
says Jonathan Speirs, noting that his firm 
studies an applicant's sketchbook as part of 
the interview process. Unlike other firms 
that use hand rendering for in-house meet- 
ings only, Speirs and Major incorporates its 
drawings—which are striking and memo- 
rable—throughout the presentation process. 
“If you want the client to sign off on that 
killer idea, you have to have a great way of 
presenting it," says Speirs. Amazingly, most 
of the drawings take very little time, such as 
the crayon sketch of the Lorenskog Bridge 
їп Norway (right), which Speirs says 
required 10 minutes. Here, line weight, 
thickness, and color communicate the idea. 
His partner, Mark Major's 3-foot-long draw- 
ing for the Millennium Dome in England, 
however, was a day's project (above). It 
formed one of about 25 presentation panels 
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End emitting system 


AUERBACH GLASOW, san Francisco This assembly of sketches and product images for a large mixed-use project in Guangzhou, China, was pre- 
sented to a non-English speaking client. A small amount of strategically placed yellow pencil goes a long way to clarify the designers’ concept. 
Notes principal Larry French, “There is something conceptually loose about the hand that adds the human element. The designer has touched it.” 


on the computer, which in my opinion, is to the detriment of 
the students,” While Speirs willingly admits his shortage of 
CAD skills may influence this bias, he still maintains “a 
sketch is a fantastically good way to communicate an idea.” 

Indeed, argue both French and Speirs, what hand-draw- 
ing skills provide the designer is the practical ability to 
express а concept—quickly, fluidly, with an architect or a per- 
spective client, in the middle of a meeting, or anywhere else 
for that matter. "If you have to say ‘Hold that thought, ||| be 
back in a day, and rush back to your office to work something 
up, the moment is lost,” says Speirs, who also feels that the 
ability to communicate ideas this way “helps you, as the 
lighting designer, fit into the camp of the architect.” 

The importance of the sketch goes beyond its usefulness 
in the meeting room: the act of putting pencil to paper, for 
many architects and designers, facilitates the creative 
process and distillation of ideas, which can be thwarted in 
the hyperrealism апа rigid methods imposed by the com- 
puter. Derek Porter, who is both a practicing lighting design- 
er and director of the lighting MFA program at New York 
City's Parsons the New School for Design, sees sketching as 
a good exercise toward a better visual understanding of the 
world. "| believe there is à cognitive connection between 
eye and hand relationship and coordination, and seeing and 
understanding form, shape, subtlety of surface, and so on,” 
says Porter, who was trained in the fine arts. 
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Like French and Speirs, Porter has observed an evolu- 
tionary move away from sketching in design education; how- 
ever, a coexistence of computer and hand is recognized in 
the programming at Parsons, with hand drawing empha- 
sized in the first year. "Just as we try to balance profession- 
al practice and theory, we also try to balance hand drawing 
and technology,” explains Porter. "We're always looking at 
these dualities and how they play into one another" With 
many architectural and design programs having moved away 
from drawing technique instruction, the future of hand ren- 
dering in design school may be about teaching future practi- 
tioners where, when, and how to use this skill as a comple- 
ment to the computer technology that has transformed the 
drawing delivery process. 

For Speirs, the importance of sketching is trumped by 
another critical skill designers must possess—the ability to 
imagine. "Before you put pen to paper, you need to know 
what you are drawing,’ says Speirs. "You have to visualize it 
in your mind.” No matter how advanced technology interfaces 
become, the ability to conceptualize, envision, and create still 
remains the domain of the designer and the distinguishing 
feature that will always make the touch of the human hand 
necessary in the design process. EMILIE SOMMERHOFF 
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RENDERINGS THIS PAGE COURTESY OF FISHER MARANTZ STONE {ТОР}; STEVEN HOLL (BOTTOM) 
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FISHER MARANTZ STONE, newyork "People don't talk with a pencil anymore," says Charles Stone. While his firm has mostly moved away from 
hand drawing except for in-house communications, somehow a sketch seems appropriate for the historic reproduction of a 1928 chandelier for 
the McCarter Theatre at Princeton University in New Jersey. The project was competed in 2003. 


STEVEN HOLL ARCHITECTS, newyork For Steven Holl, his identifiable watercolor drawings have become part of his brand. In this poetic render- 
ing, morning light is depicted entering Pratt Institute's Higgins Hall basement auditorium, located in Brooklyn, New York. 
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SPEIRS AND MAJOR ASSOCIATES, LONDON AND EDINBURGH "Ultimately, it comes down to how you communicate an idea with а very few lines," says 
Speirs. These drawings seem much more complicated than "a few lines," however. The firm's sketch for St. Paul's Cathedral in London (facing page) 


shows the brightness hierarchies, depicting how the light levels drop off as the dome rises before celebrating the oculus of the crown. The sketch 
for the Coventry Cathedrals (above) demonstrates the contrasting lighting approach for the ruined cathedral versus the new one behind it. A line 
drawing superimposed on another image shows the firm's intention to express the spiral atria of the Norman Foster-designed Swiss Re headquar- 
ters with internal lighting only (below right). Finally, a sketch for the city of Newcastle, England, and its haymarket area establishes one aspect of 
the major urban lighting strategy. 


The key components of the Mount Angel high-performance classroom prototype аге a 
skylight with automatically adjusting louvers and a specially designed apparatus 
called the “halo,” which hangs below and helps reflect light (above), Throughout the 
testing period, the mockup functioned as both a working lab and a classroom (below). 
Seen from directly below, the skylight and halo have a sculptural quality (facing page). 


Three of the Northwest’s experts on energy 
efficiency prove what daylight can do. 


AS SUSTAINABILITY AND ENERGY EFFICIENCY HAVE COME TO OCCUPY AN EVER-GREATER 
role in mainstream architecture, no building type has embraced 
these principles more than schools. Maybe it is a result of the 
reported higher test scores that come when students learn in 
naturally lit classrooms, or the reduced operating expenses that 
ease the burden of constricted education 
budgets. No matter the motivation, the 
Northwest is now dotted with elementary, 
middle, and high schools that offer better 
learning environments and significantly 
reduced operating expenses through sus- 
tainable high-performance design. 
Recently, а trio of the Northwest's fore- 
most experts on energy-efficient design 
resolved to build a full-scale mockup of a K-12 
classroom: G.Z. Brown, professor of archi- 
tecture at the University of Oregon and 
director of the Energy Studies in Buildings 
Laboratory in Portland and Eugene, Oregon; 
Mike Hatten, principal of SOLARC 
Architecture and Engineering; and Heinz 
Rudolf, principal with BOORA Architects and 
designer of several nationally renowned 
LEED-rated Northwest schools. Responding 
to utility company and lighting designers’ 
doubts that a high-performance classroom 
could be constructed using available light and outside air so that no 
electric lights, heating, or air conditioning would ever be needed 
during the day, the three came together to create a classroom that 
adeptly employed these principles. They also wanted to prove that 


such a space could be built and priced at a lower cost than the cur- 
rent standard construction rates for a regular K-12 classroom. 


RETHINKING THE SKYLIGHT 

Their approach starts with a wide skylight in the middle of the 
room. But this is no ordinary skylight. "In 
order to meet the required light levels on 
overcast days you need a large opening,’ 
Brown explains. “But that means the rest of 
the time, it's too big.” As a result, the sky- 
light, constructed of polycarbonate, is outfit- 
ted on top with a succession of integrated 
louvers that automatically adjust based on 
sensor readings, opening and closing in rela- 
tion to the amount of available sunlight, so 
that a minimum interior light level of 20 to 
40 footcandles (a range chosen by the team 
because it represents existing national and 
international standards) is maintained at all 
times during daylight hours. 

Another issue of concern was the distri- 
bution of light from the center to the perime- 
ter areas of the classroom. A specially 
designed apparatus called the "halo; a rec- 
tangular-shaped fixture that hangs below the 
central skylight, addresses this. Each of its 
four sides consists of translucent cellular plastic that reflects a por- 
tion of the light from above onto the ceiling and walls. "The edge 
of the classroom gets two sources of light: from the skylight, 
called the sky component, and reflected light off the halo and ceil- 
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ing, Brown explains. "The middle of the room gets light reflected 
around the room and light that penetrates through the halo.” 

Part of what Brown, Hatten, and Rudolf hoped to illustrate 
with the prototype was that a classroom could be lit during the 
day without any electric light. The team based this premise on 
the assumption that classrooms are primarily occupied only dur- 
ing these hours, but because there are times when K-12 facilities 
are used at night, Brown and his team decided an electric source 
was also needed to round out the halo's functionality. "What con- 
tributes to the cost of a lighting system is the number of fixtures 
that the wires must travel to, Brown continues. "So we used 
one big light, put it in the middle of the room, and shined it 
toward the ceiling. We light the whole space with just that one 
fixture, a 450W HID pointed upward.” 


THEORY INTO PRACTICE 

The classroom that Brown, Hatten, and Rudolf envisioned has been 
built on the Mount Angel Abbey campus in Saint Benedict, Oregon, 
about an hour's drive from Portland. Although the team always 
intended for its idea to move from model to full-scale mockup, it 
owes its speedy realization to happy circumstance. During a visit to 
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For the small percentage of time when 


a K-12 facility might operate outside of 
daylight hours, a high-efficiency lumi- 
naire is integrated into the skylight / 
halo system. Ceiling fans provide air 
circulation to aid in overall cooling 
(left). The light sensor (above) adjusts 
the louvers to maintain an overall light 
level of between 20 to 40 footcandles 
throughout the classroom 


the Energy Studies in Buildings Laboratory in Portland, architect 
Kent Duffy, principal at SRG Partnership, saw Brown studying a 
model of the classroom. Intrigued, Duffy asked about using the pro 
totype classroom concept for a new academic building consisting 
of classrooms and offices SRG was designing at the seminary. The 
Mount Angel Abbey Academic Center is currently under construc- 
tion, slated for completion by end of summer 2006. Meanwhile, the 
full-scale mockup remains available for testing purposes and is 
housed in a warehouse at the school 

The results of the Mount Angel prototype are impressive. 
We're looking at some fairly phenomenal Energy Use Index num 
bers,” Hatten says of the seminary building's classrooms, based on 
monitoring of the prototype. "We're projecting 28,400 BTUs per 
square foot annually. The base-case code-compliant classroom 
would be 73,200. That's 62 percent better than code.” Brown 
believes that with additional insulation, energy savings could be 
even higher: as much as 70 percent better than code requirements 


FROM THE GROUND FLOOR UP 
Although the classroom mockup is complete, Brown and Hatten 
believe there is still opportunity for further experimentation. For 
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The louvers integrated into the skylight glazing panel adjust, based on sensor readings, for optimum solar control (above). The skylight and the class- 
room windows allow light and air to enter the space, enabling for natural ventilation (below). 


REDUCING LOADS 
Shading 
Daylight Insulation 
Ventilation Thermal mass 


example, the current version is designed to meet weather condi- 
tions specifically west of the Cascades, where the climate is mod- 
erate. Ultimately, it is hoped a modified configuration could be 
adapted to the range of temperatures east of the mountains, or 
perhaps another climate altogether. "It is likely to require some 
aspect of supplemental heating and/or cooling; Hatten says. The 
classroom layout is also geared specifically for single-story struc- 
tures, but a version of the design could be adapted to two-story 
buildings using light shafts between the upper and lower floors. 
The efforts of design experts like Brown, Hatten, Rudolf, and 
Duffy will continue, as more and more institutions embrace the 
opportunity for enhanced human performance and energy efficien- 
су that comes with sustainable schools. The Mount Angel proto- 
type is merely one step in a longer journey, but it is also something 
not to be forgotten anytime soon: the project proves that even in 
the Northwest, it is entirely possible to light, heat, and cool class- 
rooms using only the natural resources of sun and wind. BRIAN LIBBY 


A freelance writer living in Portland, Oregon, Brian Libby's focus is on 
architecture and film. 


DETAILS 

PROJECT High-Performance Classroom Prototype, Saint Benedict, Oregon 
PROTOTYPE DESIGN TEAM GZ. Brown, professor of architecture, University 
of Oregon, and director of the Energy Studies in Buildings Laboratory in 
Portland and Eugene, Oregon; Mike Hatten, principal, SOLARC 
Architecture and Engineering, Eugene; and Heinz Rudolf, principal, 
BOORA Architects, Portland 

PROTOTYPE SIZE 900 square feet 

watts .5 watts per square foot 

PHOTOGRAPHER Jamie Meyers Forsythe, Portland, Oregon 


MANUFACTURERS — | APPLICATIONS 

SKYLIGHT SYSTEM 

CPI "Control Light" integrated louver assembly 
INTEGRATED LUMINAIRE 

FOR EVENING USE 

Crescent MSF Series Т5 ministrip 

Philips Silhouette Series ТБНО fluorescent 
Lithonia Indoor high-bay HID luminaire 
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INNOVATION 


LEDs | DESIGN/ MANUFACTURING PARTNERSHIP 
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SIMPLICITY DOES NOT ALWAYS IMPLY A LACK OF COMPLEXITY. SUCH I$ THE CASE WITH 
the recently completed illumination of the Bazacle Causeway on 
the Garonne River in the city of Toulouse, France. 

This particular scheme—a luminous line of light submerged in 
the river—was conceived by lighting designer Roger Narboni and 
his firm Concepto, based just outside of Paris. One of approxi- 


mately five commissions that will be completed by the end of 


2006 as part of a larger lighting master plan for Toulouse, 
Concepto is no stranger to landscape lighting scenarios or mas- 
ter plans. In 2002 Narboni and a team of engineers and commu- 
nication specialists were selected through 2 competition to cre- 


ate a set of lighting guidelines for the city, in which their winning 


proposal focused on the illumination of the Garonne. The city’s 
goal in implementing the master plan is to create a nocturnal 
image by highlighting its rich architectural heritage i in an efficient 
and ecologically sensitive way. Officials have allocated close to 
1.3 million euros per year (from 2004 to 2006) just f lighting. 
Distinguishing itself from other illuminated building and 
streetscape projects, the causeway lighting design is the only 
one to directly address the Garonne. 

Prior to the master plan, the city had no real lighting. Scheme to 
celebrate important monumen spaces, : or to create a night- 
time experience. "Especially the Garonne,” Narboni says, "it was 
completely. out of mind, and it wasn't a place where people would 
go at night because it was 5 М The. causeway location is 
thought by historians to be the original river crossing point. Once a 
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jegged series of rocks that marked a natural elevation change, they 
have given way to a man-made: fortified concrete causeway with а 
set height difference of 15 feet. . Narboni's idea was to symbolize 
this spot. “When you look at the map of Toulouse,’ he says, "it was 
obvious that this was the important thing to do.” Rather than illu- 

minating the riverbanks and neighboring buildings, Narboni realized 
the luminaire fittings could be recessed within the 886-foot-long 
causeway, the width of which was extended Slightly to accommo- 
date a trench to house the 265 new fixtures that are connected 
end-to-end. This: meant that the illumination would come from the 
river, an exciting. and redefining proposition. 

When the team started to research available: fittings that would 
provide an extremely luminous light, and be visible from 980 feet 
away, they found ‘nothing. Additionally, because the causeway is an 
active walkway/work area for technicians from the nearby hydro- 
electrical plant during the summer months, ak "voltage ‘source 
was necessary. As a result, Narboni considered LEDs. “When you 
are working in low- voltage, the cables. become big very quickly. If 
we had used a normal fitting that consumed 30 or 40 watts, the 
wire would have been five feet in diameter" A fi tting that would : 
опіу consume two Watts Was needed. The. de igners met with 
eight companie: ring with Tar E lert. 

The principal difference with these custom-designed lumi- 
naires is that they emit light. horizontally, ather than. ertically, 
toward the horizon: line. Internally, each 
with a translucent luminescent lateral emitting bar and: aluminum 
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Get the whole story on 
lighting controls 


e Lighting control product information 


• Project design and application guidance 


{© 
* Solutions for energy code compliance and sustainable projects > Watt Stopper 


* Insights on control strategies 


* Easy-to-handle, desktop format 
L ® 


Visit www.wattstopper.com/PSG to request your free copy today! 
800.879.8585 * www.wattstopper.com 
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Planning for Daylight BY MATTHEW TANTERI 


INTRODUCING DAYLIGHTING INTO THE TRADITIONAL DESIGN PROCESS 


SOMEWHERE AT THE BEGINNING OF THE DESIGN PROCESS, THE FIRST QUESTION 
invariably asked by the client of the daylighting consultant is 
“What is it that you do anyway?" The query stems not from doubt 
that the daylighting specialist imparts a vital contribution to the 
final product, but more from a desire to understand how these 
services mesh with the typical process of project design and con- 
struction. The intent of this article is to flush out a logical, albeit 
idealized, sequence of daylighting tasks within the phased 
process of architectural services. тш > 2 
Successfully daylighted build- M 

ings don't just happen. They result 
from the integrative effort of a mul- 
tidisciplinary team: the owner, 
architect, mechanical engineer, 
structural engineer, curtain wall 
consultant, daylighting consultant, 
lighting designer, and sustainable 
design consultant, among others. 


PLANNING STRATEGIES 

Planning for daylight begins with 
Site selection, the orientation of 
the building on that site, and the 
Shaping of building form. It con- 
tinues with the optimization of 
fenestration, interior finishes, 
electric lighting, and control sys- 
tems; and concludes with on-site 
calibration and commissioning of 
control systems, end-user train- 
ing, and third-party evaluation. The 
goal is a daytime illuminance dis- 
tribution that meets predefined 
programmatic requirements, such as occupancy period, space 
function, and target illuminances, for the greatest time period, 
through the sole use of light flux from the sun, sky, and ground. 
To achieve this, a diverse array of building components must coa- 
lesce: apertures, glazing, shading devices, interior partitions, sur- 
face finishes, electric lighting, HVAC system, and controls. 


INVESTING IN PERFORMANCE 
The daylighting process is front ſoaded“ requiring in-depth 


THE PROCESS Daylighting design can be structured into a linear 
sequence of phases and steps. However, as shown above, the evo- 
lution of a design, the refinement of its parts, and their integration 
with the whole building is best understood as an iterative process. 


knowledge of the site and a substantial investment of thought 
and effort early in the design process. This translates into an ini- 
tial increase in design and engineering fees, but does not neces- 
sarily mean higher construction or equipment costs. Informed 
decision-making on how the parts come together can raise the 
performance level of the "whole; without having to rely on 
expensive materials or complex daylighting devices. For exam- 
ple, control of the fenestration area, location, and glazing light-to- 

қ solar heat gain ratio can improve 
the distribution of daylight into 
the interior of a space, so that it 
has minimal impact on a building's 
cooling load. The result: a down- 
sized HVAC system that costs 
less to purchase, operate, and 
house. Conversely, if the climate 
favors a passive solar heating 
strategy, the careful selection of 
glazing may be used to maximize 
a building's solar heat gain when 
needed, and reduce building heat- 
ing load. Similar optimizing efforts 
involving alternative components 
can lead to other amenities: the 
elimination of perimeter heating 
systems, higher ceiling heights 
that allow increased views, and an 
overall space that more efficiently 
guides daylight flux into its interior. 
Add to this reduced building ener- 
gy use and lifetime costs, along 
with the recent flood of statistical 
Studies documenting how day- 
lighting increases productivity, learning, and sales, and it is no 
wonder these environments are now becoming coveted by own- 
ers, occupants, and developers. 


THE PROCESS 

Daylighting design is an iterative process where intermediate 
analysis leads to а successive refinement of the design concept. 
With this in mind, the following table summarizes a logical 
sequence of daylighting-related tasks that can be incorporated 


ARCHITECTURAL LIGHTING 61 


details | method 


apertures 


glazing 
selection 


daylighting 
system / 


building 
form and 
orientation 


shading 
devices 


daylighting 
system 


interior 
surface 
characteristics 


daylighting | 
devices | 


interior 
elements 
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PATHWAY introduces 

a new line of decorative 
glass mini pendants for 
fluorescent, incandescent 
and halogen lamp styles. 
Available in many sizes 
and colors, Solerio pen- 
dants give you design 
flexibility with their small 
size and great style. 


See us at Light Fair in space 2629 or, 
contact your local sales representative. 


PA 72272 — [ *' 


= the Lighting Source 


www.pathwaylighting.com 


Phone: 1.800.342.0592 
e-mail: sales@pathwaylighting.com 
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within the phased process of typical archi- 
tectural design and construction services: 


PROGRAMMING PHASE 

e Establish all criteria guiding daylighting 
and electric lighting design, such as sus- 
tainability guides, rating systems, energy/ 
construction codes, energy mandates, and 
comparative base-building models. 

e Assist in selection of site and develop- 
ment of initial building massing, fenestra- 
tion, and orientation. 

e Assess daylight available from sun, sky, 
and surround for site latitude, obstructions, 
and predominant sky condition. 

e Establish space-by-space program- 
matic requirements. Include the occupan- 
cy period/function/task/area; target illumi- 
nance; target daylight factor; and lighting 
power limits. 

e Establish target daylighting autonomy 
factors that quantify how much electric 
lighting energy may be saved using avail- 
able daylight. This step combines the previ- 
ous steps of the Programming Phase to set 
a benchmark for the Schematic Design 
Phase evaluation of daylighting strategies. 


SCHEMATIC DESIGN PHASE 

e Assist in space planning based on pro- 
grammatic requirements and building enve- 
lope, orientation, and apertures. 

• Develop general daylighting and shad- 
ing concepts and strategies for each room 
that meet target illuminance requirements 
while minimizing heating and cooling loads. 
e Analyze selected daylighting options 
using available physical scale models or 
simple evaluation methods and graphical 
techniques. Tools may include sun angle 
calculator, dot charts, no-sky plot, nomo- 
grams, or spreadsheet calculations for day- 
light factor and effective aperture, 


DESIGN DEVELOPMENT PHASE 

• Develop working daylighting and solar 
shading strategies for different parts of the 
building as the design evolves. Implement 
shading strategies to block, filter, or redi- 
rect sunlight. Fine-tune fenestration strate- 
gies to maximize available daylight, provide 
views, and control heat and glare. 

e Coordinate the lighting zones of the day- 
lighting plan with the electric lighting plan. 
Research and select control logic and con- 
trol systems for dimming/switching electric 
lighting in response to available daylight. 

е Develop advanced daylight devices such 
as double facades, skylights, light shelves, 
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management to work, whenever, however you need it. 


ti-Technology: 
Nall Switch 


Whether your energy management need is OEM, commercial or 
industrial, look to Leviton for solutions. Leviton PIR, Ultrasonic and 
Multi- Technology, wall and ceiling mount sensors give you the code 
compliance edge as well as optimum energy savings in the broadest 
range of applications. * Now, Leviton's occupancy sensor technolo- 
gy can be built into fluorescent fixtures so that OEMs, commercial 
and industrial buildings can add energy management to every fixture. 
Leviton's microprocessor-based digital architecture enables you 
to have a trouble-free "install and forget" solution. For more 
information about OEM application solutions, call 1-800-833-3532; 
for lighting management systems, call 1-800-323-8920. 
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electrical 
lighting 
designer 


engin 


sustainable 
design 
consultant 


daylighting 
consultant 


interior 
designer 


mechanical 


consultant 


structural 
engineer 


eer 


curtain 
wall 


SaVi SHO" 


a new architectural 


Super High Output full 
spectrum (RGB) LED 
floodlight. Featuring the 
world's brightest RGB 
LED lighting system for 
unmatched performance. 


Headquarters - USA 


Orlando, FL 32809 
USA 
407.857.3900 
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SUPER VISION INTERNATIONAL 


Asia Office 


8210 Presidents Drive Unit 3, 7 Floor Ricky Centre 


Yip Street, Kwun Tong 
Kowloon, Hong Kong 


Tel: +852.2578.9303 


light pipes, heliostats, and apertures with 
sunlight-redirecting/rejecting glazing 

e Use advanced tools and techniques 
such as computer modeling to: simulate 
daylighting characteristics for specific 
times and sky conditions; determine 
boundaries of daylight zones and optimize 
photosensor placement; and calculate day 
light autonomy factors 

e Use energy analysis software to evalu 
ate the thermal impact of all daylight-relat 
ed system components on the building 
Refine decisions to optimize performance 


CONSTRUCTION DOCUMENT PHASE 
e Provide glazing specifications for day 
lighting-related glass, describing the visual 
characteristics of the glazing 
Coordinate glazing types with drawings 

* Review, make recommendations, and 
contribute to all drawing and specifications 
related to the daylighting systems, such as 
windows, interior shades, light 
shelves, skylights, exterior shading devices, 
interior materials, and paint finishes 


system 


roller 


COMMISSIONING AND POST-OCCUPANCY 

e Assist in the commissioning and cali- 
bration of lighting controls. 

e Provide a user manual that documents 
the operating features of the daylight sys- 
tem, as well as the maintenance require- 
ments for sustained performance 

e Explain operation and maintenance re- 
quirements of the daylighting system to the 


owner, building manager, and occupants 


High-performance buildings have daylight- 
ing strategies that are inseparable from 
their site and architectural design. The level 
of performance they achieve is a result of 
unifying these elements in the earliest 
phases of the building design. A logical pro- 
gression of tasks can be tailored to fit into 
typical architectural design and construction 
services. The role of the daylighting consult- 
ant is to provide these essential services, 
and thereby, guide the entire project team 
closer to a well-daylighted building 


Matthew Tanteri is principal of Tanteri + 
Associates, 
award-winning daylighting design and evalua 
tion services. An adjunct professor in the light- 
ing MFA program at Parsons the New School 
for Design, he teaches the studio course, 
“Natural and Technological Light,” and the lec- 
ture series, “Daylighting and Sustainability.” 
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An Advanced Lighting Technologies Company 


Visit us at this year's LIGHTFAIR in Las Vegas, and 
find out how you could be eligible to win a 
Harley-Davidson® Heritage Softail® motorcycle. 
Let the world leader in metal halide technology 
make you a leader of the pack. 


Venture Lighting is leading the way with its 
Natural White™ 950 Series of lamps for use on 
magnetic and high frequency electronic ballasts. 


Benefits of Venture's Natural White product: 
* High CRI lighting, 90+ 
* 90% mean lumens - A first in the HID industry! 
* Daylight color: 5000K CCT which is perfect for 
daylight harvesting 
* Excellent color uniformity 
Bring daylight indoors! With Natural White, blues 
are true blue, reds are more vibrant, whites are 


whiter, and skin tones are as natural looking as 
under the sun. 


For more information: 


800-451-2606 


FAX: 800-451-2605 E-MAIL: ventureGadit.com 
venturelighting.com 


© 2006 Venture Lighting International. Venture and Natur 
Harley-Davidson and Softail are registered trademarks of 


Circle No. 104 or www.archlighting.com/productinfo 


Visit us at LIGHTFAIR Booth #2229 | 


а! White are trademarks or registered trademarks of Venture Lighting International 
Harley-Davidson Motor Company. Photography is copyright of Dusty Davis. 
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Introducing... 


W2 ARCHITECTURAL LIGHTING 


NORFOLK 


Decorative Luminaires 


W2 introduces specification grade lighting for commercial, retail and hospitality applications. 
The Norfolk Series features architecturally styled decorative pendants with glass and acrylic 
diffusers, offered in 24 48“ sizes for large spaces. We also offer matching Norfolk ADA 
sconces, ceiling mounts and close-to-ceiling luminaires in Bronze and Platinum finishes. 


Available for CFL or incandescent lamping. See us at LightFair, Booth #2429. 
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More than any other light source, LEDs have a special place 
in the heart of designers and researchers intent on pushing 
the boundaries of our interaction with the built environment 
The R&D community's appreciation for this controllable, long- 
living, low-profile source means solid-state lighting is finding 
Its way into experimental and unexpected, but ultimately fit- 
ting, applications. Though still in their beta-testing beginnings, 
the following three ventures demonstrate the critical role 


details | 


LEDs in specific, and light in general, have in realiz 
contemplations of what tomorrow holds for our bui 
ence: a work pod that enhances communication and ideas 
sharing; a surface tile that promises us 


tion from their surroundings; and a 


building 
allows occupants space-age control of their envir 
Simultaneously quirky and constructive, challenging and 
inspired, projects like these bode well for the future alt 


THEME: COMMUNICATION 
project Digital Yurt 
designer James Ludwig, director of design 


for Steelcase, Grand Rapids, Michigan 


Designed to foster communication and 
community in public spaces, the Digital 
Yurt, an experimental work environment 
from Michigan-based office systems man 
ufacturer Steelcase, employs the unique 
controllability of LEDs to broadcast to 
those on the outside the activity inside 
The prototype, 10 1/2 feet in diameter, 
is based on a traditional yurt—a circular, 
portable tent used by nomadic peoples of 


central Asia as a communal living and 


meeting space. “People knew which yurt 
had the greatest number of occupants and 
hence the most going on, because it had 
the brightest fire; says James Ludwig, 
Steelcase's director of design and the cre- 
ative force behind the Digital Yurt. "We 
tried to recreate that effect.” 

As people enter the structure, a motion 
sensor on the ceiling signals RGB LEDs 
located behind the backrest to increase in 
brightness and to change in color tempera- 
ture from 6500K (cool) when unoccupied, 
to 3000K (warm) when occupied by nine or 
more people. The “cloud,” a ring-shaped 
pendant that hangs from the ceiling above 
the pod, is also illuminated with sensor 
driven LEDs. It oscillates between light and 
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dark with growing intensity and frequency 
as the Digital Yurt receives more occu- 
pants, 
clouds pass by the sun. The acoustics 
designed to keep conversation in and noise 
out, while a 1-1/2-inch opening, located at 
eye level, runs around the perimeter of the 
pod 
those outside to see in, particularly to 
observe the changing lighting effects 

Though there are not yet plans for 
mass production, Steelca 
producing a limited г 
types for testing and observation in vari- 
ous settings, learning 
healthcare environments, airports, 
offices. JENNIFER BRITE 


effect created 


similar to the 


t allows those inside 


ase is currently 


от the proto- 


including and 


and 
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THEME: INTERACTION 


project Trace Tiles 


designer Natalie Woolf, at the Royal College of Art, London 


The Trace Tile system elevates the idea of a responsive envi- 
ronment to the next level. Developed at London's Royal College 
of Art (RCA) by Natalie Woolf, the surface and floor tiles react 
to pressure by triggering—via an analog system and a robust 
electronic network—the LEDs located beneath the surface 
material. Light radiates out from the point of contact, glowing 
for a short while before fading. Its depth of spread (greater or 
lesser) and reaction time (faster or slower) can be customized 
to suit the project. Current iterations of the device feature blue 
LEDs, but Woolf expects future versions to make use of other 
colors in the LED spectrum. 
While the system is 

still in the prototype 

stage, its list of possible 

applications is both prac- 
tical and playful. In 
healthcare environments, 
Trace Tiles could be used 
to encourage physical 
movement, or to monitor 
the nighttime ambulation 


of children and the elderly. Its also 


illumination 
enables patients or caregivers to move around without turning 
on overhead lights and potentially disturbing others. In urban 
spaces, the system could provide improved safety by lighting 


low-level 


THEME: CONTROL 


project LED Future Tiles 
designer The Alliance for Solid-State Illumination Systems and 
Technologies, at the Lighting Research Center, Troy, New York 


photographer Dennis Guyon 


At the Rensselaer Polytechnic Institute's Lighting Research 
Center (LRC), researchers have constructed a typical office, but 
with one significant difference: the modular panels that make up 
the walls and ceiling contain LEDs, sit on an electrical grid, and 
are interchangeable. Thus, users can create a "tunable" lighting 
environment on command. This prototype—developed through 
the LRC's Alliance for Solid-State Illumination Systems and 
Technologies (ASSIST), an industry group created to advance the 
use of LEDs—will challenge, perhaps even redefine, traditional 
notions of building infrastructure. 


the pedestrian's path, or to one approaching, by indicating 
the amount of activity in a public space with degree of 
brightness, since as more people enter or traverse an 
area, the number of illuminated LEDs and the 
corresponding light levels grow. The tiles’ lingering 
luminosity also means users can write or draw on the 
surface, just for the fun of it 

"Natalie believes that recognizing one's presence 

in a space—by being illuminated in this case—con- 
tributes to a feeling of being included,” says the RCAS intellectu- 
al property manager. Indeed, Trace Tiles promise an immediate, 
almost organic reaction from one's surroundings, as if the light 
were another being, recording and engaging, even embracing, 
those with whom it interacts. EMILIE SOMMERHOFF 


"Going through a building exercise, you don't know what you'll 
do within the space, but the builder makes you decide where the 
lighting will go explains Dr. Nadarajah Narendran, the LRC's direc- 
tor of research and head of its Solid-State Lighting Program. But 
most clients change their mind after the fixtures have been 
installed, so good lighting becomes a futile pursuit. Rather than 
repairing holes, rewiring, or adding additional fixtures, the LRC pro- 
poses its reconfigurable electronic infrastructure as a solution. 

By making the building's structure an electrical grid, users 
have the freedom to move the panels from wall to wall, or wall 
to ceiling, depending on mood, activity, or where light is needed 
The panels, removed from the grid with a simple push, can 
house both lighting fixtures and audio/visual technologies, and 
respond to a central control system 

"We're working with а 125-yearold building infrastructure. We 
need to nurture this new technology, enabling it to become part of 
the existing infrastructure.” Without it, Narendran jokes, “it's like 
building concrete chairs in your living room.” SALLIE MOFFAT 
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infinite possibilities 


FOCAL POINT 


nite!" the new 3" recessed fluorescent luminaire from Focal Point" that takes the concept of narrow 


slot to infinite lengths. Engineered with both the designer and client in mind, Infinite features staggered lamping 
with Flex Roll", the one-piece continuous lens which delivers the clean seamless look your design demands. 


Flangeless capability further enhances Infinite’s pure line of light limited in length only by your imagination. 


rchlighting.com/productinfo 


Circle No. 93 or www 


Visit focalpointlights.com for specifications and other details on Infinite. 


architectural | lighting 


S ANNUAL 
ACE.alAWARDS 
BALLOT 


ARCHITECT'S CHOICE 
FOR EXCELLENCE 


CHOSEN BY 
LIGHTING DESIGNERS & ARCHITECTS 


AWARDED BY 
ARCHITECTURAL 
LIGHTING 


durability, 
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HOW THE PROGRAM WORKS 


1. Take a few minutes to review the list of manufacturers. 


2. Circle the manufacturers that meet or exceed your 
standards, as indicated in voting criteria. 

3. Of the companies you've selected, indicate your 
choices for Most Innovative, Most Respected, 
and Most Specified. 

4. Fax your ballot page to 646-654-5816 no later than 
July 7, 2006. 


VOTING CRITERIA 

Select the manufacturers who have provided you 
and your projects with: 

* Product Durability 

* Exceptional Customer Service 

е Superior Value 

* Advanced Designs 


Now in its 5th year, 
Architectural Lighting's 
ACE.al Awards have 
become the mark of 
distinction and 
dependability. 


METHODOLOGY 

The ACE.al ballot and manufacturers list runs in the 
April/May and June issues of Architectural Lighting, each 
reaching the complete 25,000+ nationwide circulation. 
In addition, e-mail campaigns are conducted to ensure 
the broadest base of response. Ballots are provided and 
collected at Lightfair and other industry conferences. 
Architectural Lighting also does random sampling, 
consults with industry experts, and the list of nominated 
manufacturers is subject to review by an in-house 
publishing team. 


Results will be announced in the November/December 
2006 issue. 
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CAST YOUR VOTES AND LET THE INDUSTRY KNOW WHO YOU TRUST AND DEPEND ON! FAX TO: 646-654-5816 


Circle the manufacturers that meet or exceed your standards, as indicated in voting criteria. 


3M Light Fiber 

Aamsco Lighting 

Acrilex 

Advance 

Alanod Aluminum 

Alera Lighting 

Alkco Lighting 

A.L.P. Lighting 

ALS - Architectural Lighting 
Systems 

Altman Lighting 

Ambiance Lighting Systems 

American Florescent 

American Glass Light 

Amerlux 

Anafol International 

ANP Lighting 

Antron 

Architectural Area Lighting 

Architectural Landscape 
Lighting 

Ardee 

Arroyo Craftsman 

Artemide 

AVR USA 

B-Light 

Baldinger 

Bartco Lighting 

Beacon Products, Inc. 

Bega Lighting 

Beghelli 

Beta-Calco 

Beta Lighting 

Birchwood Lighting 

B-K Lighting 

B-Light 

Boca Flasher 

Boyd Lighting 

Bruck Lighting Systems 

C.W. Cole & Co. 

Charles Loomis 

Charleston Gas Light 

Color Kinetics 

Columbia Lighting 

Conant Custom Brass, Inc. 

Con.Daz Lighting 

Con-Tech Lighting 

Contrast Lighting 

Cooper Lighting 

Corelite 

Cree 

Crestron 

Cyclone Lighting Inc. 

D'ac 

Davis/Muller Lighting 

Day-Brite Lighting 

Delray Lighting 

Delta Light USA 

Derek Marshall Lighting 

Dernier & Hamlyn 

Designplan Lighting, Inc. 

Dialite 

Donovan Lighting 

Dreamscape Lighting 

Eclipse Lighting Inc. 

Edison Price 

Eiko Ltd. 

Electrix 

Electronic Theatre Controls 
(ETC) 

Elite Bohemia/Bar Del 
International 


Elliptipar 

Energie 

Engineered Lighting 

Products 

ERCO Lighting USA, Inc. 

ESTILUZ, INC. 

Eureka 

Eurofase, Inc. 

ExceLine 

Fabbian USA 

FAD Lighting 

FC Lighting 

Fiberstars 

Fine Art Lamps 

Finelite 

FLOS 

Focal Point 

Forecast 

Foscarini 

Framburg Lighting 

Gamma 3 Luce 

Gardco Lighting 

GE Consumer & Industrial 
Lighting 

Ginger 

Gotham Architectural 
Downlighting 

Guth Lighting 

H.E. Williams. 

HADCO 

Halo 

Hampstead Lighting 

Hatch Transformers 

Hemera, Inc. 

Hessamerica 

Hex Architectural Lighting 

High End 

Highlights 

Holophane 

Hubbell 

Hubbell Building 

Automation 

HUNT Dimming 

Hunter Douglas Contract, 

Solar Control by Nysan 

Hydrel 

Icon International 

IEPC Corp. 

IL America Inc. 

ILEX 

iLight Technologies 

Illuminating Experiences 

Illumination Lighting 

Induction Lighting 

Industry + Design Light 

Indy Lighting 

Insight Lighting 

IO Lighting 

IRIS 

Ivalo Lighting 

JJI Lighting Group 

Juno Lighting 

Kenall 

Kichler 

KIM Lighting 

Kingbright 

Kramer Lighting 

Kurt Versen 

Lam Lighting 

Lamar 

LBL 

Ledalite 


DEADLINE FOR ENTRIES: JULY 7, 2006 


LEDtronics Inc. 
Legion Lighting 

Leola 

Leucos USA 

Leviton 

LexaLite International 
Light Craft Manufacturing 
Lightech 

Lightldeas 

Lighting Analysts 
Lighting Services, Inc. 
Lightolier 

Lightolier Controls 
Light-Project International 
Linear Lighting 
Litecontrol 

Litemakers 

Lithonia Lighting 
Lithonia Controls 
Liton 

Louis Poulsen Lighting 
Luceplan USA, Inc. 
Lucien Gau 

Lucifer Lighting 
Lumca 

Lumec 

Lumiere 

Luminis 

Luraline Products Co. 
Lutrex 

Lutron 

Luxo Corporation 
Luxo Italiana 

Lyric Lighting (Seagull) 
Manning Lighting 
Mark Lighting 

Martin Architectural 
MaxLite 

McGraw Edison 


MechoShade Systems, Inc. 


Mercury 

Metalumen 

Metalux 

Metrolux 

Meyda Lighting 

Mills Architectural Lighting 

James R. Moder Crystal 
Chandelier 

Morlite Systems 

Neoray 

Nessen 

Newmat USA 

New Metal Crafts 

New Star Lighting 

Nora Lighting 

Nordic Aluminum 

North American Light 
Spectrum 

NoUVIR Research 

Oggetti Luce 

O Luce 

Orbit North America 

OCL-Original Cast Lighting 

Osram Sylvania 

Pathway Lighting 

PCI 

Peerless 

Pennsylvania Globe 

Philips Lighting 

Philips Advance 
Transformer 

Phoenix Products Co. 


Phoster Lighting 

Planlicht 

Precision Architectural 
Lighting 

Prescolite 

Primelite 

Prisma Architectural 
Lighting 

Progress Lighting 

Prudential Lighting 

Q-Tran Inc. 

Quality Lighting 

Reggiani Lighting USA 

Renaissance Lighting 

Renova Lighting Systems 

Rockscapes 

Rosco Laboratories, Inc. 

Rotaliani 

RSA 

Schonbek Worldwide 
Lighting Inc. 

Schott-Fostec LLC 

Schott North America 

Schreder 

Se'lux U.S. 

Sea Gull Lighting 

Selecon 

Selee 

Semper Fi Power Supply 

Sentry Electric Corporation 

Serien 

Serralunga 

Shaper Lighting 

Sill 

Sirius Lighting 

Sistemalux 

Sirmos 

Solara Lighting 

Solatube International, Inc. 

Space Lighting 

Spark Lighting 

Special FX Lighting, Inc. 

Specialty Lighting 
Industries 

Spero Lighting 

SPI Lighting 

Spring City Electrical 
Manufacturing 

Square D Clipsal 

Starfield 

Starfire Lighting 

Sternberg 

Stingray Lighting 

Studio Due s.r.l 


Studio Italia Design USA 

Super Vision International 

Sure-lites 

Targetti North America, Inc. 

Tech Lighting, LLC 

Teka Illumination, Inc. 

Terzani 

THHC Lighting 

Thomas Daybrite 

Thomas Lighting Canada 

Thomas Research Products 

Times Square Lighting 

TIR Systems 

Tivoli, LLC 

Tracoman 

Translite Sonoma 

Traxon USA 

Trend Lighting Co., Inc. 

Tridonic, Inc. 

Trilux Lighting Limited 

Troy-CSL Lighting 

Unilight Ltd. 

Universal Lighting 
Technologies 

Ushio America 

Valmont Industries, Inc. 

Vantage 

Van Teal 

Varon Lighting 

Venture Lighting 

Viabizzuno 

Visa Lighting 

Visio Lighting 

Vista Lighting 

Vistawall 

Vossloh-Schwabe / Aromat 

W.A.C. Lighting 

w2 

Waldmann 

The Watt Stopper 

Weaver & Ducre 

WE-EF Lighting USA 

Wendelighting, Inc. 

Wila Lighting 

Wilshire Manufacturing 
Company 

Winona 

Xilver BV 

Zaneen Lighting 

Zoltan 

Zumtobel Staff 


Of the lighting industry manufacturers you have selected, which in your 


opinion is the: 

Most INNOVATIVE 
Most RESPECTED 
Most SPECIFIED 


| would also like to nominate the following lighting industry manufacturers 


(not listed); 


Your Name 
Title 
Company 
City/State 


mitying (t and (fe 


Attune is designed to unify your lighting with your lifestyle. Each person and space within a building has different lighting 
demands, from aesthetic preferences to photometric requirements to installation details. Your lighting system must be a 
FAMILY of products "tuneable" enough to meet these needs while unifying an overall theme and providing comfortable, 
highly efficient illumination. 

D Day-Brite Lighting 776 South Green Street * Tupelo, MS 38804 ۰ 662.842.7212 * f 662.841.5501 * www.daybritelighting.com 


a Genlyte company 


Circle No. 57 or www.archlighting.com/productinfo 
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Alanod 


MIRO optical surfaces 
are fast replacing 
anodized aluminum in 
luminaire design, world- 
wide. MIRO-SILVER with 8 
a total reflectivity of 98 
percent is especially 
effective in saving ener- 
gy. In commercial office 
lighting, combining lou- 
vers made with MIRO- 
SILVER plus T5 lamps can 


SPECIAL ADVERTISING SECTION 


Brass Light Gallery 


ADA-compliant wall sconce, 
available in both incandescent 
and compact fluorescent, 
from Brass Light Gallery. 
Designers and manufacturers 
of architectural lighting since 
1974. Academic institutions, 
hotels/resorts, clubs, hospi- 
tals, assisted-living facilities, 
restaurants, and offices. 
Superior construction and 
quality finish options. Made in 


achieve a remarkable 85 lumens per watt. This permits the USA. Visit www.brasslight.com, call 800.243.9595, or 
designers maximum design flexibility. For more informa- contact commercial@brasslight.com. CIRCLE 204 
tion, visit www.alanod.com/opticaldata. CIRCLE 201 


Alera Lighting 


Nevis is a unique new 
shape with planes, 
angles, and flowing lines 
that taper exquisitely into 
a superbly narrow edge. 
Multiple lamp, housing, 
and shielding selections 
provide aesthetic and 
performance versatility. 
For low-ceiling applica- 
tions, Nevis Plus Liso 
delivers excellent ceiling 
uniformity when mount- 
ed 12 inches to the bot- 


tom of the housing. CIRCLE 202 


Bartco Lighting 


The XLS290 LED display 
luminaire is based around 
11 1/2-inch-length modules 
and incorporates either six 
or eight high-output LEDs. 
Each module integrates a 
dedicated 9W driver that 
produces 35 Im/W, while 


minimizing heat generation = 


Con-Tech Lighting 


Con-Tech Lighting introduces 
Saturna AroTech 20W PAR20 
ceramic metal halide track fix- 
ture. Offers unparalleled ver- 
satility and power in a com- 
pact design, yet energy effi- 
cient, utilizing ап Aromat 
miniSlim electronic ballast. 
Front reloading, lockable preci- 
sion aiming adjustment, and 


358-degree horizontal rotation provide maximum flexibili- 
ty. Ballast housing provides integral on/off switch for con- 


venient power. CIRCLE 205 


ERCO 


ERCO introduces the new 
Grasshopper projector for outdoor 
use. The Grasshopper will utilize 
the new 20W metal halide lamp 
technology, as well as newly 
refined 1W high-powered LEDs. 
The Grasshopper is ideal for light- 
ing signage, building façades, and 
outdoor foliage. Available now. 


and prolonging lamp life (50,000-hour expectancy). Up to CIRCLE 206 
12 LED modules join together electrically via quick-con- 

nects and mount inside a 1 3/8-inch-diameter aluminum 

extrusion. The housing is available in a variety of anodized 

and powder-coat finishes. A clear acrylic lens redirects 

light from the LEDs, maximizing distribution for display- 

case applications. CIRCLE 203 


Estiluz 


The Paris wall sconce 
has a 7 1/8-inch-diame- 
ter white hand-blown 
cased opal glass shade. 
This simple architectural 
sconce is the focal point 
for any space. This item 
is also available as a sin- 
gle- or triple-lamp pen- 
dant, as well as a floor 
lamp. CIRCLE 207 


Focal Point 


The art of light for 
healthcare. Focal Point's 
new medical brochure 
details how we offer the 
right combination of 
lighting solutions to 
transform your space 
into а modern medical 


SPECIAL ADVERTISING SECTION 


Leviton 


Leviton's miniZ offers a ver- 

satile, cost-effective, code- 

compliant, self-contained 

approach to daylight har- 

vesting. Levitons new 

miniZ Intelligent Daylight 

Management System com- 

bines occupancy sensing, 

daylight harvesting, and 

flexible lighting control . 

functionality in a single, compact, easy-to-install package. 
MiniZ meets a wide variety of commercial lighting needs, 
from basic switching to multi-zone daylight harvesting. 
CIRCLE 210 


Leviton 


The Acenti Collection of dim- 
mers, switches, and recepta- 
cles re-imagines residential 
electrical devices. An unclut- 
tered control surface and a 
contoured wall plate create a 
clean transition to walls. 
Features include a one-touch 


masterpiece. From patient reading lights to lighting for Dim/Bright bar that allows 
common areas, Focal Point's designs blend compelling users to set precise light levels, control from multiple 
modern elements with the practical needs necessary in a locations, an electronic on/off switch with a return-to-neu- 


hospital environment. CIRCLE 208 


Kim Lighting 


Wall Commander offers 
two sizes of energy-effi- 
cient, building- mounted 
luminaires for up, down, or 
simultaneous up/down 
high-output illumination of 
outdoor or large indoor 
spaces. Its area-lighting 
optics are ideal for perime- 
ter, egress, security, and 
way-finding. Downlight 
only versions satisfy light 


tral position, a ground fault circuit interrupter, and a surge- 
protected receptacle. For more information, visit 
www.leviton.com/acenti. CIRCLE 211 


Lightolier 


Vetro luminaires from 
Lightolier feature clean 
lines and elegant propor- 
tions. Machined aluminum 
outer housings contain 
electrical components. 
Hand-blown triplex glass 
provides an even spread 
of illumination along the 
length of the primary 
glass element. Narrow 
cylinders, wide cylinders, 


trespass concerns. E-mail: marketing@kimlighting.com. cones, optional decorative outer glass elements, and a 
Visit Kim Lighting online at www.kimlighting.com. wall-mount version allow for total design flexibility. Visit 


CIRCLE 209 


www.lightolier.com. CIRCLE 212 
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PRODUCT GALLERY 


Litecontrol 


The Mod'Family is the 
latest generation of an 
"industry standard" Mod 
fixture design from 
Litecontrol. Mod? repre- 
sents an evolution in 
design and performance. 
Mods are now available 
in a small fixture cross- 
section for suspended, surface, and wall applications. For 
more information, visit us at www.litecontrol.com or call 
781.294.0100. Litecontrol is an employee-owned compa- 


Luraline 


Luraline's Helys collection 
features a versatile, mod- 
ern design enhanced by 
extraordinary durability and 
energy efficiency, making it 
ideal for interior and exteri- 
or commercial and residen- 
tial spaces. Offered in pen- 
dant, ceiling, wall, and 
post-mount configurations, 
with a choice of incandes- 
cent or energy-efficient 


ny, located at 100 Hawks Avenue, Hanson, MA 02341. compact fluorescent or HID lamping. A full palette of 

CIRCLE 213 painted and metallic finishes is available. Custom colors 
on request. For more information, call 800.940.6588, or 
visit www.luraline.com, CIRCLE 216 


Lithonia Lighting 


Unique, sleek, and expressive 

in unexpected ways, the g 

OMERO Architectural Outdoor 

Family of area, wall-mounted 

and bollard luminaires from 

Lithonia Lighting takes outdoor 

lighting to the forefront. The 

distinctive designs, signature 

accents, and uncompromising — 
performance of the OMERO Outdoor Family complement 
any environment. With versatile mounting options, multi- 
ple performance optics, and an entire family of cohesively 
designed products, the OMERO Architectural Outdoor 
Family provides another choice from Lithonia Lighting. For 
more information, call 800.279.8041, or visit www.litho- 
nia.com/omero. CIRCLE 214 


Lumiére Lighting 


The architectural step- 

lights are available in 5- 

inch or 7-inch round or 

square forms and feature 

several fascia designs, 

including Open with dif- 

fused lens, Cross/Guard 

with diffused lens (pic- 

tured), Eyelid with diffused 

lens, and Louvered with 

clear lens. Transitional styling with no visible fasteners 
provides seamless integration in indoor and outdoor 
applications. Available with multiple lamp options includ- 
ing LEDs. CIRCLE 215 


MechoShade 


The ultimate in motor- 
ized drapery systems— 
WhisperTrak. Whisper- 
quiet operation and 
clean monochromatic 
design. Available in 
either straight or curved 
lengths up to 59 feet. A 
15-channel IR remote 


offers five preset stop positions and group control set- 
tings. Integrates with home and building automation sys- 
tems. Five year warranty. Contact MechoShade Systems 


at 718.729.2020. CIRCLE 217 


OCL 


The Illusion is sleek and 
unobtrusive. Accenting 
modern building interiors 
with its clean lines, and 
simple shape, the Illusion 
radiates an elegant glow 
from both sides of the 
luminaire. Two energy 
efficient Т5 or Т5НО 
lamps spread the light 
evenly along the length of 


the fixture. For more information, visit www.ocl.com, or 


call 314.863.1895. CIRCLE 218 


SPECIAL ADVERTISING SECTION 


Pathway Lighting 


Pathway the Lighting 

Source announces its 

latest innovation їп 

architectural pendant 

lighting. Solerio SERIES 

2P3 suspension system 

combines steel rod and 

cables in ап architec- 

turally pleasing double- 

shade design. Frosted Ё 

glass shades and milk й — 
glass interior feature а 

soft uniform glow and good downlight performance. 
Pathway Lighting Products, Old Saybrook, CT 06475- 
0591; Tel: 800.342.0592; www.pathwaylighting.com. 
CIRCLE 219 


Precision Architectural Lighting 


A contemporary specification- ۲ 

grade aluminum fixture avail- 

able in perimeter and sus- 

pended configurations, PA.L's 4 

new indirect/direct Luminata || 

linear fluorescent series 

enhances the appearance of 

offices, libraries, schools, and 

hospitals. The fixture offers 2-, 

3-, or 4-lamp profiles, using T8 

or T5HO lamps. An optional isolation reflector yields up to 
43 percent downlight. Installation features include simple 
joint connections, plug-in wiring, and modular T-bar 
mounting. Single-piece lengths up to 12 feet require only 
two mounting points. Fixtures are available in a variety of 
colors in a baked-on powder-coat finish. CIRCLE 220 


Prescolite 


As a division of 


Hubbell Lighting, 

Prescolite designs ' 

and manufactures re С C () | | te 
high-performance 


downlighting, 

track, and surface 

lighting products. Literature, detailed specifications, and 
pricing information is available online at 
www.prescolite.com, or call 888.PRS.4TEC. CIRCLE 221 


Sea Gull Lighting 


Ambiance Transitions by 
Sea Gull Lighting. A 120V | 
line-voltage system рго- 
vides a transformerfree 
system of decorative pen- 
dants, rail, and mono- 
point systems that allow 
you to design with light. 
The collection shown is 
offered in an antique 
bronze finish to comple- 
ment a less contemporary 


environment. For more information on Ambiance Lighting 


Systems, visit www.seagulllighting.com. CIRCLE 222 


Selux 


The ЕЏТВАСЈРАЦ Intelligent 
Tracklighting System offers 
adapters that can accommo- 
date virtually апу manufac- 
turers' tracklighting fixtures. 
The specification-grade 2-cir- 
cuit/2-neutral track system 
includes a digital bus option 
for integration with DALI and 
other digital protocols. 
EUTRAC ۰ LightComposer @ 
software/hardware interface 


enables control of individual light fixtures for custom dim- 
ming and automations, Please visit Lightfair booth #3103. 


CIRCLE 223 


Sirius Lighting 


Sirius Lighting is proud to 
showcase the latest in 
exquisite glass pendants: 
the CRIS series. These 
geometric pendants fea- 
ture 57 layers of optical 
dichroic coatings for 
beauty and performance. 
The coatings appear sil- 
ver when off, but spring 
to life when energized, 
emitting a beautiful iri- 
descent blue/pink glow. 
CIRCLE 224 


EUTRAC |РАШ 
the intelligent 
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PRODUCT GALLERY | 


Square D Clipsal 


The Square D Clipsal wall- 
mounted keypads with Dynamic 
Labeling Technology can control 
up to eight lighting functions 
from a single keypad. Each but- 
ton displays editable text or 
graphics to indicate the room or 
custom-designed lighting scene 
it controls, Independent timers 
are also built into each button, 
so lighting can activate automat- 
ically. For more information, visit 


www.squaredlightingcontrol.com or call 888.SQUARED. 


CIRCLE 225 


Sternberg Lighting 


The new PRAIRIE-RD continues 
with the renowned tradition of a 
popular design. A clear lens on this 
luminaire will provide type ۱۱۱ type 
V light distribution, up to 250W 
metal halide or high pressure sodi- 
um with internal glass refractor. New 
STAR-SHIELD and OPTI-SHIELD 
NIGHTSKY roof or louver optic sys- 
tems, conforming to dark sky ordi- 
nances, are also available. For more 


information or a free catalog, call % 


800.621.3376, fax 847.588.3440, or 
e-mail info@sternberglighting.com. 
CIRCLE 226 


2thousand degrees 


Presenting the EMBAR- 
CADERO COLLECTION 
from 2thousand degrees. 
Six new table lamps and 
three new large fabric 
pendants comprise the 
line. All feature refined 
electric components and 
attention-to-design detail. 
Like Madison (shown), all 
pendants аге tailored 


SPECIAL ADVERTISING SECTION 


Venture Uni-Form Natural 

White pulse-start metal 

halide lamp and ballast 

systems produce wide, 

full-spectrum lighting 

over indoor or outdoor 

areas. They mimic the 

high color rendition of 

natural sunlight, enhanc- 

ing any commercial, industrial, or institutional space, 
grounds, or roadway. E-mail ventureGadlt.com or 
visit www.venturelighting.com. CIRCLE 228 


W2 Architectural Lighting 


Bridging function апа 

design, W2 ARCHITECTUR- 

ALLIGHTING has intro- 

duced "Precision Modules,” 

upscale specification-grade 

multiple recessed spotlights 

that feature independent, 

adjustable, and aimable ele- 

ments that pull down and lock-in for superlative wall- 
washing, accent, spot, and perimeter lighting. W2 
ARCHITECTURAL LIGHTING, a new division of W.A.C. 
Lighting, is a manufacturer and designer of specification- 
grade products for commercial lighting applications. See 
us at Lightfair booth #2429, call 866.788.2100, or visit 
www.W2LIGHTING.COM. CIRCLE 229 


All's 


with designer fabric, utilize a glass diffuser, are available 
in up to three colors, and feature incandescent or energy- 
efficient compact fluorescent lamping. Visit 
www.2thousanddegrees.com, or call 800.522.5315. 


CIRCLE 227 
WWW.ARCHLIGHTING.COM/PRODUCTS 
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Your idea, your project, your lighting, your controller. 


SUNLITE 
EASY STAND ALONE 


DMX Lighting Control Software 


your choice... 


Fax +1 407 846 7702 
info@nicolaudieamerica. com 


NICOLAUDIE EUROPE 

838 rue de L'Aiguelongue 
34090 Montpellier France 
Tel +33 (0) 467 661 041 
Fax +33 (О) 467 603 152 
infogsnicolaudie. com 


— мм VY VV. nicolaudie. com —— 


LIGHTFAIR 2006, Las Vegas, Booth #102 


Circle No. 117 ог www.archlighting.com/productinfo 


Seeking architectural lighting designers for entry-level and 
advanced positions. AutoCAD and effective writing and 
hand-drawing/sketching skills a must. Proficiency in AGI32, a 
degree in Lighting, Architecture, or A/E, and NCOLP certifica- 
tion preferred. Lam Partners Inc is based in Cambridge, 
Massachusetts and provides great opportunities for motivat- 
ed individuals to take responsibility for challenging design 


projects in a highly collaborative, demanding, but non- 
authoritarian setting. Visit us at www.lampartners.com. 
Contact susang ? lampartners.com. 


industry | exchange 


Impacts on the Industry 


An industry's evolution is influenced by numerous factors, both internal and external. What current developments and trends do 


you see as having a significant impact on the lighting industry? 


[ Ы more responses available at ARCHLIGHTING.COM 


RISING COSTS 

JAMES BENYA, PRINCIPAL | BENYA LIGHTING DESIGN 

While there are a lot of interesting product developments and 
trends іп design, ۱۵ like to address the trends in cost man- 
agement. The specific trend | see is the lighting designer 
being held more accountable than ever before for the cost of 
the lighting, and the resultant need for greater diligence than 
| have ever experienced in my career. 

From my experience, the costs of construction are 
presently inflating at a 10 to 20 percent annual rate. In part 
this is due to the U.S. and world economies, which are not 
nearly as rosy as we're being told, and in part due to the 
demands of Asia's astounding growth. | have been involved in 
at least 10 major projects in the last four years in which sig- 
nificant scope reductions occurred after schematic design to 
compensate for cost. One major project was put on hold for 
three years while new funding sources were found; another 
was reduced in size 20 percent to accommodate rapidly esca- 
lating costs. Almost every project seems to discard desirable 
architectural details and finishes to maintain cost these days. 

While many of us might be tempted to blame LEED and 
other influences, the real culprits are energy costs, rapid eco- 
nomic growth in China and India, and the burden of war on 
the world's economy. Most recently, | have seen LEED initia- 
tives on projects dropped, largely to save the costs of LEED 
documentation fees and to settle for a less sustainable but 
affordable building, but only after the structural steel bid pack- 
age came in, like, 40 percent over budget. 

For decades, we lighting designers have lived with the 
notion that good lighting is seen as a luxury. When the cost of 
basic building materials rises, the money allotted for lighting 
drops. In good times, lighting often gets the budget it needs 
to do the job right. Otherwise, the lighting budget is seen as 
something that can be cut to pay for the now-inevitable over- 
runs in other aspects of the building. 


COLOR 

NANCY FREHLING, VICE PRESIDENT AND OWNER | OGGETTI LUCE 

Color! Everyone is liking, and responding to, color. Even when 
we offer an item in white, the customer prefers it in color. Red 
is hot, also greens and orange. 


TECHNOLOGY AND CODE ADVANCEMENTS 

CRAIG DILOUIE, PRINCIPAL | ZING COMMUNICATIONS 

Commercial Buildings Tax Deduction = energy codes = lighting 
automation ш energy efficiency ж upgrading existing T8 sys- 
tems = daylighting a distributed control = fluorescent dimming 
= nonresidential construction rebound in 2006 а efficiency leg- 
islation and regulations ш energy-saving T8 lamps and high- 
efficiency ballasts а upgrading high-bay HID installations to 
fluorescent, electronic fluorescent, and HID ballasts w colored 
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and white LEDs в manufacturers moving production overseas 
a Asian manufacturers making inroads here ш commoditization 
= light pollution legislation = smaller landscape fixtures ш cut- 
off and full cut-off outdoor fixtures в T5 and TSHO systems а 
outdoor lighting included in interpretation of the Life Safety 
Code in some states ш metal halide tracklighting в pulse-start 
lamps and ballasts = the Light Right Consortium s the Lighting 
Research Center's ASSIST program = Heschong Mahone's 
daylighting studies æ in-ground burial fixtures = user dimming 
control ж renewed consolidation = construction and materials 
inflation = fixture and component price increases ш continual 
advances in aligning the Internet toward project management 
a indirect lighting a LEED а sustainable design = home lighting 
automation а IES-RP-1 = ceramic metal halide lamps = and an 
ongoing drive toward smaller, smarter, and more colorful fix- 
tures—to name a few! 


EMERGING MARKETS 

WILLARD WARREN, LIGHTING CONSULTANT | WILLARD L. WARREN ASSOC. 
LIGHTING AND ENERGY CONSULTANTS 

Our conservative and inbred domestic auto industry is losing 
market share to the nimble, mostly Asian, car companies. 
Though much smaller, our lighting industry is also vulnerable. 
Look at the evidence; no more cheap fuels, new and more 
stringent energy codes and non-polluting regulations, empha- 
sis on LEED criteria and sustainability, and very little basic 
research being done to respond to these trends (See "The 
State of Lighting Research,’ March 2006). 

Someday, our government will make energy conservation 
and basic research priorities. Until then, the China Association 
of the Lighting Industry (CALI) will gain market share above 
their already $6 billion in U.S. lighting sales, mostly in resi- 
dential fixtures, commercial down lights, small exterior lumi- 
naires, and lamps and ballasts. American lighting manufactur- 
ers have some choices: 

а Automate plants to reduce labor content and hope that the 
cost of shipping from Asia will protect their market share. 

в increase off-shore manufacturing and reduce employment 
in the U.S. 

а Sponsor research that responds to visual needs, not prod- 
uct development, and change the game. 

= Develop products that are easier to install and correct the 
imbalance between material and labor, which has now grown 
too much. 

When LEDs become efficacious enough to be used for 
general lighting, the Asian market will have no trouble dis- 
placing troffers with task ambient designs incorporated into 
the office furniture. 

While we have more suppliers of niche lighting products 
than in the car industry, we have a few very large conglomer- 
ates, and the parallels are there. 


www.con-techlighting.com 


THERE'S LIGHTING. 


AND THEN THERE'S 
BETTER, 

SMARTER, 
OUT-PERFORMING, 
IN-STOCK, 
SOLUTION-ORIENTED 
LIGHTING. 


(WE LIKE THE SECOND CHOICE, TOO.) 


We're a lighting company that takes the initiative to jump on trends, > 
| Ship quickly, and make а good product into an even better one. makes it better. 
Shouldn't you be using Con-Tech? Call us today at 1-800-728-0312. 


RECESSED TRACK RAIL DECORATIVE GLASS SCONCES EMERGENCY 


Circle No. 73 ог www.archlighting.com/productinfo 
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R Lighting 


www.cooperlighting.com 
Halo 
Metalux 
Lumark 
Sure-Lites 
Neo-Ray 
Corelite 
Portfolio 
Iris 
Shaper 
Lumiere 
Invue 


McGraw: Edison 


Streetworks 
Fail.Safe 
MWS 

DLS 

RSA 


Ametrix 


isit Us At Lightfair 2006 
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гу Concert Hall, Los Angeles, CA. Lighting design by Kinetic Lighting; Photo courtesy of Line 8 Photography 
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